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Franchise circulation reaches those who need to read 


our magazine —distilled writing makes reading easy 





SORE THROATS due to coughs and colds, if neg- 
lected, may result in lost man hours of work. 


THANTIS® Lozenges contain no antibiotic; they 
produce no unpleasant by-reactions in the mouth. 

THANTIS Lozenges relieve pain promptly—reduce 
infection—act prophylactically. 

Twenty-seven years’ extensive clinical and lay use 
has proved the safety and effectiveness of this popular 
product. 


HYNSON, WESTCOTT & DUNNING, INC. 





BALTIMORE 1, MARYLAND <> 


Mercurochromé 


First aid for wounds 


Neglect may cause infection which can be prevented by 
prompt use of ‘Mercurochrome.’® No antiseptic has been 
proved to be more effective than ‘Mercurochrome’ for 
topical application. 








Pre eee 


Plus... 
Improved Signal-to-Noise Ratio. Achieved by amplifier re- 


design. Extensive use of low-noise cable and shock mounts re- 
duces microphonics caused by vibrations and air-borne sounds. 


Improved Stability. Constant plate voltage is maintained on 
first two amplifier stages. Second stage is now a pentode, per- 
mitting greater gain and the use of more feedback around main 
amplifier. Output stage is now a transistor emitter follower. 


Improved Over-All Frequency Response. New microphone, 
attenuator, and amplifier have improved frequency response 
... weighting networks fit design center of ASA characteristics 
more closely . . . new indicating meter has no frequency error. 


New Calibration Check — built-in reference circuit elimi- 
nates need for 115-volt, oU-cycle line; permits convenient in- 
strument calibration any where. 


Write for the G-R Sound Bulletin for Complete Information 


GENERAL RADIO Company << | 


275 Massachusetts Avenue, Cambridge 39, Mass., U.S.A. 


NEW YORK AREA: Tel N.Y. WOrth 4-2722,N. J. WHitney 3.3140 CHICAGO: Tel Village 8.9400 


PHILADELPHIA: Tel. HAncock 4.7419 
SAN FRANCISCO: Tel. Whitecliff 8.8233 
in CANADA, TORONTO: Tel. CHerry 6-217! 


WASHINGTON, D. C.: Tel. JUniper 5-1088 


CONDENSED SPECIFICATIONS — 


Frequency 
Characteristics: 


Output Jack: 


Meter: 


Batteries: 


Net Weight: 
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LOS ANGELES 38: Tel. HOliywood 9.6201 


» > 
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Warranty 


From 24 to 150 db (re 0 0002 wbar) 


Four switch positions 
A and B weighting networks are in accordance with the ASA 
Standard for sound-level meters 


C weighting provides flat response from 20 c to 8 kc when using 
the crystal microphone supplied with the instrument 


20-kc position provides a flat 20 c 20 ke response for use 
with wide-range, flat-response accessories such as G-R Con 
denser-Microphone Systems 


1 volt across 20,000 ohms when panel meter is at full scale 
useful for driving spectrum analyzers, recorders, and scopes 


New quasi-rms-reading meter approaches true rms response 
more closely than do formef types. Two damping positions 
FAST, for readings in accordance with ASA standards; and 
SLOW, for reading the average level of rapidly fluctuating 
sounds 


Two 1% -volt “D” flashlight batteries and one 67% -volt battery 


7 ibs., 10 oz. with batteries. 


Price: $395 


WE SELL OIRECT. Our District Sales 
Year Offices are staffed by engineers especially 
trained to help you in the selection of instru 
ments and measuring systems best suited 
to your needs. We weicome your inquines — 


will help solve your problems. 


Circle No. 3 on reader service card for more information 


<«« Circle No. 1 on reader service card 
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Monoxide Eliminator, 
Powder Dispenser, 


and Rinse Assembly j a This all-in-one cleaning unit, Finnell’s 218G 
seeuipeeriained oh Gasoline-Powered Combination Scrubber-Vac, is 
indeed the answer to today’s need for increasing 
output per man-hour on vast-area scrubbing. The 
218G completely mechanizes scrubbing — applies 
the cleanser, scrubs, flush-rinses if required, and 
picks up (damp-dries the floor) — all in one opera- 
tion! Independence from power lines permits the 
machine to go wherever the operator guides it... 
working in and out of production areas with ease 
... scrubbing continuously. 


Maintenance men appreciate the labor-saving features 
of this unit. The gasoline engine starts quickly and 
easily by pressing the starter button. And there are no 
switches to set for fast or slow — slight pressure of the 
hand on clutch lever adjusts speed to desired rate (up 
to 136 fpm). Two 18-inch brushes give a 36-inch 
scrubbing surface. One engine (2 cyl., 4 cycle, up to 
10.1 hp maximum, and air-cooled) operates all work- 
ing parts. The powerful vac performs quietly. 


Whatever the area of your floors, find out what you 
would save with a Combination Scrubber-Vac. Finnell 
makes self-powered models, gasoline or propane 
operated, in 18, 30, and 36-inch sizes, and also electric 
models in sizes to meet specific needs. It’s good to 
know too that a Finnell Floor Specialist and Engineer 

is nearby to help train your maintenance operators 
@ Completely 4 in the proper use of Finnell Equipment and to make 
periodic check-ups. For demonstration, consultation, 
or literature, phone or write nearest Finnell Branch 
@ Coverage up to 24,400 sq. ft. per hour! or Finnell System, Inc., 3501 East Street, Elkhart, 


Indiana. Branch Offices in all principal cities of the 
@ Mounts a SELF-STARTING gasoline engine United States and Canada. 


mechanizes scrubbing 


: | , : selasicus 
FINNELL SYSTEM, INC. Sc Sc” 


PRINCIPAL 


Originators of Power Serubbing and Polishing Machines CITIES 


See the Finnell Exhébid « PLANT MAINTENANCE & ENGINEERING SHOW © Cleveland January 26-29 « Seace 522 


Circle No. 4 on reader service card for more information 
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payable in sterling at our London office; other foreign, 
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OCCUPATIONAL 


COVER 


This is the tenth year in a row we have published an issue dealing chiefly with in- 
dustrial housekeeping. According to our readership surveys, about two-thirds of those 
who see OccurpaTIONAL Hazarps regularly are responsible for plant housekeeping as 
well as for plant safety. Many of the remaining third have a great deal to do with 
housekeeping, since it is bound up firmly with both safety and fire protection. 


INDUSTRIAL HOUSEKEEPING 


Your Painters—They Work in Constant Danger 
Painters do fall off scaffolds, but are you protecting them against 
the many other hazards they face regularly? 

Plant Maintenance and Engineering Show 
You'll see and hear all kinds of things at the show to help you do 
a better plant housekeeping job. 

What You Can Do About the $150-Million Itch , 
The kind of soap you use in your plant washrooms, and the shower 
rooms you have, will affect claims for dermatitis. 

Work Standards Can Save You Money 
Proper scheduling of plant housekeeping jobs will cut your labor 
costs and improve work quality as well. 

It Pays to Plan for Better Floor Care 
It takes a lot more than slap-dash attacks on dirt to keep your plant 
floors in really goed condition. 

Clean House by Check List 
Frequent inspections and careful surveys of your own needs make it 
possible to control housekeeping almost automatically. 


INDUSTRIAL SAFETY 


Accident Stopper: Protection for Grinders 
\ Foster & Kleiser Company workman has developed a special 
protective gadget to keep dust away from grinder operators. 


INDUSTRIAL FIRE PROTECTION 


4-Point Plan for Plant Fire Brigades 
The Ohio Fire Brigades Association insists on four things when it 
trains plant brigades and fire chiefs. 

How We Lick Our Fire Hazards 


{ plant fire chief tells how his company has whipped hazards in an 
especially dangerous operation 


SPECIAL FEATURES 


Right off the Docket 


Cast histories of accidents are accompanied by court decisions on 
the workmen s compensation question involved. 

Sudden Injury 
Someone started an automatic washing machine while a maintenance 
man had his head inside it. 


DEPARTMENTS 


Advertisers’ Index Safety Library 

Letters Safety Man's Calendar 
Names in the News Turtle Club 

New Products Useful Literature 





Hammerlok: 


COUPLING LINK 


Make your own 
HERC ALLOY 


Chain Assemblies 


with all components furnished from 
your distributor's stock. 


NO PEENING NO WELDING 


@ Hammerlok is made of alloy 
steel...is stronger than Herc- 
Alloy chain.. 
field tested. 


.is thoroughly 


@ Write for literature or ask 
your industrial distributor 
about Hammerlok. 


@ MADE BY the makers of Herc-Alloy... 
the original alloy steel chain. 


HOISS AND CHAIN 
\ 


COLUMBUS McKINNON 


CHAIN CORPORATION 
TONAWANDA, NEW YORK 


DISTRICT OFFICES: NEW YORK 
CHICAGO « CLEVELAND 


In Canada: McKinnon Columbus Chain Limited, 
St. Catharines, Ontario 


Circle No. 6 on reader service card 


LETTERS: 


redders report 


New Idea for Air 
Line Respirator Safety 
EDITOR: 

Many plants make it a practice to 
connect air line respirators to in- 
strument air supply. Instrument air 
is usually extremely dry; therefore, 
it might cause nose and throat irrita- 
tion, For example, instrument air 
that runs at —40 dew point would 
have only 0.553 grains of moisture 
per pound of dry air, which is cer- 
tainly on the dry side. 

For what it’s worth, I have found 
that clean, well-ventilated plant air 
is safer and more comfortable to 
breathe. . 

Davip B. RENEGAR 
Safety Supervisor 
The Chemstrand Corp. 
Decatur, Ala. 


You can use a non-instrument or 
a self-contained air supply, too. And, 
of course, not all plants provide 


“clean, well-ventilated” air in every 
working area. 


Indexes Are 
Still Available 
EpITor: 

I am writing to inquire if you are 
compiling an index to the OccupPa- 
TIONAL HAZARDS magazine. 

We are in the process of building 
up a special library on industrial 
safety and a semi-annual or annual 
index to the contents of your maga- 
zine would be of great value to us. 

Ciaus HALBERSTAEDTER 
Librarian 
Dept. of Labor & Industries 
Olympia, Wash. 


Indexes for 1950 through 1955 
were published separately. Those for 
*96, °57, and °58 appeared in Decem- 
ber issues for those years. 
are available on request as long as 
the supply lasts. Complete Decem- 
ber issues are 75 cents each. 


Copies 


Safety School 
Held in Texas 


EDITOR: 


. . . We are conducting a safety 
school for some of our policyholders’ 





Ready Made SIGNS help 
you guard against FIRE! } 





NO 
SMOKING 








Ready Made signs are available in 
thousands of stock wordings cover- 
ing every need, for both indoor and 
outdoor use. All materials, all sizes. 
Also special signs made to your own 
specifications. 


eWrite for catalog 


SIGNS FOR SAFETY 
READY MADE SIGN CO. INC. 


115 Worth Street, New York 13, N. Y. 
Circle No. 5 on reader service card 
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ITs THE STEEL TOE 
THAT MAKEs 


A SHOE SAFE / 


— RELY ON 
REGULAR SHOES / 


. .. they offer no more protection against falling objects than 
a pair of socks. 

The protection of industrial workers’ feet is a joint enterprise. 
Only by the complete awareness of existing industrial foot 
hazards can the conscientious safety engineer, with the help of 
his safety shoe suppliers and their vast army of shoemaking 
technicians, stem the increasing tide of painful and costly foot 
injuries. 

Safety Box Toe Company’s part in this vital safety program 
is to develop and produce the very finest quality of steel 
toes. We offer your safety shoe supplier nineteen various 
styles of steel toes for his selection, including the new 
improved WINGUARDS ... the latest 


development in steel toe protection. 


actual photograph of new 
improved WINGUARD steel toe 


Safety Box Toe Company 
812 STATUE & BUILDING ° BOSTON 


Circle No. 7 on reader service card for more information 
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EDMONT CASE NO. 614: For wet vapor blast cleaning of transportation equipment, 
special knurled-grip rubber gloves costing $60 a dozen wore 8 shifts. Edmont recom- 
mended a Durox reinforced plastic coated glove (No. 364 Grappler) which gave 


equal wear for 70% less money. 


Job-fitted Edmonts protect 
hands, reduce glove costs 


No. 364 Grappler 


No. 924 Neox 


No. 414 Snorkel 


In case above, the Edmont-recommended 
glove cut glove costs from 62-'2c to 18c 
per shift because it fit the job. Its special 
plastic coating has outstanding non-slip 
wet grip, and excellent resistance to snag- 
ging, abrasion, acids, caustics and many 
solvents. Exclusive wing thumb, curved 
finger pattern assists dexterity, reduces 
hand fatigue. 


Saves 75% of glove costs 
EDMONT CASE NO. 621: For handling ap- 
pliance parts in trichlorethylene, prepara- 
tory to chrome plating, Edmont recom- 
mended replacing an ordinary neoprene 
gauntlet with a Neox coated glove (No. 
924). Its tough coating of special rein- 
forced neoprene wore nearly twice as long 
and reduced glove costs 75%. 


Protects from caustics, acids 
EDMONT CASE NO. 622: For handling 
plate glass in caustic soda and nitric acid 
solutions, $40 a dozen natural rubber 
eloves wore 7 shifts. Edmont recom- 
mended an extremely flexible, vinyl- 
coated glove (No. 414 Snorkel) which 
wore 10 shifts, reduced glove costs 83%. 


FREE TEST OFFER TO LISTED FIRMS: Describe your operation, ma- 
terials handled, temperature condition. We will recommend the correct 
glove for your job, from over 50 Edmont types, and supply samples for 


on-the-job comparison testing. 


EDMONT MANUFACTURING COMPANY 
1244 Walnut Street, Coshocton, Ohio 


) 
A’, 


In Canada write MSA, Toronto Edmont 


Edmont jos-rittep GLOVES 


Circle ‘No. 8 on reader service card for more information 





safety directors . . . and as part of that 
school, we show them material and 
publications which are available. 

If | had . . . complimentary copies 
along with a subscriptton blank to 
hand out during this school, I feel 
sure several companies would want 
to subscribe to OCCUPATIONAL Haz- 
ARDS. 

Joe M. SNow 
Senior Home Office Engineer 
Texas Employers’ Insurance Assoc. 
Dallas, Tex. 

Several insurance carriers in the 
workmen's compensation field have 
been offering special training to in- 
dustrial safety directors. 


Did You See These 
Articles Yourself? 
EDITOR: 

Is it possible for us to secure re- 
prints of the article, “Can You Use 
‘Heart Cases’ Safely?” about the 
Cleveland Work Classification Clinic 
which appeared in your September 
1958 issue ? ° 

B. E. Hugues, Ed.D 
Assistant Executive Secretary 
State Committee on 

Tuberculosis & Public Health 

New York, N. Y. 


EDITOR: 

May we have your permission to 
reproduce the excellent article on ex- 
plosives shown on page 26 of Occu- 
PATIONAL HAZARDS November 
1958? 

Ropert P. MILLer 
Safety Engineer 
International Paper Co. 
Longview. Wash. 


Vo reprints of these articles are 
available, Permission to reproduce 
both was granted. Many public 
health groups, government authori- 
ties, and manufacturers are using 
OccUPATIONAL HAZARDS material to 
bolster .industrial health and safety 


campaigns. 


Where to Go for 
Arbitration Information 


This letter went to W. L. Hart, per- 
sonnel director, American Smelting 
& Refining Company, Wallace, Idaho. 

1 copy came to the editors of Occu- 
PATIONAL HAZARDS: 


In reference to your letter which 
appeared in the Letters—Readers Re- 
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SLIPPERINESS 


Taking slipperiness out of your floors is worthwhile 
insurance against slips and falls. 

It’s easily done with a specially blended West resin 
emulsion. This safe, high-traction finish contains no 
wax — yet produces a glossy, hard, durable film on 
all types of floors. 

Slipperiness is only one of many floor problems. 
Others are just as common. Staining. Dirt retention. 
Excessive dust. High labor costs. To name a few. All 


can be prevented — often at reduced cost — with a 
complete WEST FLOOR CARE PROGRAM. 

The WEST FLOOR CARE PROGRAM consists of three basic 
steps. Cleaning. Sealing. Maintaining. Each adapted 
to the individual needs of floors by West Representa- 
tives who specialize in methods as well as materials. 

We'd be glad to show you how a WEST FLOOR CARE 
PROGRAM protects floors, modernizes methods, elimi- 
nates hazards. Write, or telephone your local West office. 


F west CHEMICAL PRODUCTS INC., 42-16 West Street, Long Island City 1, N. Y. 








Branches in principal cities * In Canada: 5621-23 Casgrain Ave., Montreai 


Please send your 32-page booklet, “‘The Proper Care of Floors.” 


\ J : Y 7 d ( Please have a West Representative telephone for an appointment. 


wes) eo 
\cul | Position___ 


WEST DISINFECTING DIVISION | 





Mail this coupon with your letterhead to Dept. 4 


Circle No. 9 on reader service card for more information 
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SURVEY REPORTS 
SKIN DISEASE IS INDUSTRY'S 
NO. 1 HYGIENE PROBLEM 


Here’s What To Do About It In Your Plant 


Recently, 2,177 major plants were surveyed by a market analyst 
to discover their No. 1 skin hygiene problem| The overwhelming 
majority of replies said: SKIN DISEASE. 


The reasons for this answer: t 
—skin disease means costly medical treatment 


—skin disease means worker dissatisfac 


—skin disease means prolonged absenteeisr 
ion 
and compensation claims 


\ 

What can you do in your plant to fight this problem? Call in an 
SBS skin cleanser representative. Most skin disease troubles can 
be traced to improper cleaning or use of the wrong cleaners. Your 
SBS representative is the man most completely equipped to study 
the situation and offer measures to improve it. He'll check all the 
conditions in your plant and recommend . . . not just a soap, but a 
planned corrective skin hygiene program for safe skin cleansing. 
Because Sugar Beet Products produces a complete range of cleansers, 
the SBS man can recommend the exact ones for your needs. Many 
famous firms are protected by SBS skin cleanser programs. Why not 
write us today? Dept. 58-A4 


the washword of indusbuy 


sugar beet prod 


SAGINAW, MICH. © Los Angeles, Calif. * Newark, N.J 
CANADA: Chemical By-Products, Ltd., Toronto, Ontario 
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port column of OccupaTIONAL Haz- 
arps of November 1958 concerning 
information sources of an arbitration 
case, | would like to offer a sugges- 
tion. You were referred to the 
American Arbitration Association by 
the editor. If they did not handle 
the case, I suggest you contact the 
Federal Mediation & Conciliation 
Service, Department of Labor, Wash- 
ington 25, D. C., which receives many 
requests for arbitrators and acts in 
the same general way as AAA.... 
Karu E. GILMONT 
Personnel Manager 
Continental Baking Co. 
Bridgeport, Conn. 


Are Larger Sudden 
Injury Posters Ready? 
EDITOR: 

Do you have prints of the Sudden 
Injury posters available in a larger 
size? We are mostly interested in 
posters appropriate to the manufac- 
ture of phonograph records, involv- 
ing presses, material handling, plat- 
ing, and exhibiting the tragedy that 
may result from a careless act on the 
part of the employee. 

Please inform us as soon as pos- 
sible if you have such posters avail- 
able, the cost, and the size. 

E. L. Carib 
Safety & Insurance 
Radio Corp. of America 
Indianapolis, Ind. 

Sudden Injury posters come only 
in one size: that shown in this maga- 
zine. Many firms are using reprints 
on plant bulletin boards each month. 





SAFETY 
FIRST 


“I don’t care who holds it—I’m not 
going up!” 
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NOW...in three popular 
*RIPPLE’ Sole styles 





H947 ... Men’s black glove 
Chukka shoe, oil-resistant 
Beebe Ripple® sole, Durisco 
mildew-proof lining, An- 
chor Flange® Steel Box Toe, 
completely Dacron stitched, 
Director last. 


For your men who walk a lot on and off 
the job, HY-TEST offers three trim, high- 
style Ripple® Sole NOK-A-BOUTS ... 
a brown oxford, a black oxford, and a 
black Chukka shoe. They feature the 
scientifically-designed sole that propels 
you forward and makes walking easier 
...plus the safe, sure protection of the 
exclusive Anchor Flange® Steel Box 

* Toe. May we send you full details? 
H539 ee Men’s my Absorbs Walking Shock ae HY-TEST 
Srsistant Beebe Rippie®  Lengthens the Stride : , SAFEty SHOES 


sole, Durisco mildew-proof ? Division 


. mre 
lining, Anchor Flange® Balances the Weight 5 Sie Compal INTERNATIONAL SHOE COMPANY 
Steel Box Toe, Dacron >) 1509 Washington Ave., St. Louis 66, Mo. 


. stitched, Crescent last. . al Teletype: SL300 
: Provides Better - leg 927 N. 3rd St., Philadelphia 23, Po. 
H538...Same in black. 


4 f Telet : PH476 
° wr S eletype 
A,B 7-12, 13 Traction 


Cc 6-12, 13 
D,E 5-12, 13 
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Joe, what kind ¢ retection do 
yOu give your men on open hearth 


furnace and ott 


We like AO Aluminizeds Clothing 
Best thing we've come across. Reflects 
be] OL/Ao) i a-lelt-laha@ial-y-) Om i A-1)24al-melal hmelal=) 
half as much as regular asbestos also 


alemelela@masl-iamr-le)ela-1et-h¢-m aren 


HIGH HEAT PROBLEMS? 


Take a Tip from These Safety Directors! 


Yes and AO Aluminized Clothing is a very serviceable 


collars. All seams are doubie stitched. Plenty of room for 


material. It’s flexible and will not peel or crack under normal freedom of motion. 


conditions. Aluminized asbestos protects against molten 
metal splash — Aluminized rayon is recommended only for 
protection against radiant heat. The line is complete — from 
hoods to foot protection including gloves and mittens. 

All garments are equipped with reflective metal fasteners, 
anchored through double thicknesses of material. Leather pull 
tabs on coats for quick release. Wool 


Always Insist On 
49 Trademarked 
Safety Products 


American &) Optical 


SAFETY PRODUCTS DIVISION 


Aluminized Asbestos is lightweight herringbone asbestos — 
Aluminized Rayon is flameproofed 10 oz. rayon fabric. 

AO Aluminized Asbestos is recommended for electric 
furnace tapping, metal pouring, moiten glass and similar ex- 
posures as well as open hearth and blast furnace operations. 
Your nearest American Optical Safety Products Repre- 

sentative can supply you. 


\) 
j 


SOUTHBRIDGE, MASS. 
Safety Service Centers 
in Principal Cities 


Circle No. 12 on reader service card for more information 
Circle No. 13 on reader service card »»—> 
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An one revolutionary advance! 


Globe m Mouth-to-Mas 
Resuscitator... 


A NEW CONCEPT FOR SAFER AND MORE 
EFFECTIVE “MANUAL” RESUSCITATION! 


Now! Realize all the advantages of mouth-to-mouth 
resuscitation WITHOUT OBJECTIONABLE INTIMATE CONTACT— 
When an asphyxial emergency strikes, YOU MUST BE 


READY. Seconds count, if resuscitation is to be successful 
With the M/M Mouth-to-Mask Resuscitator, life-saving re- 


suscitation can be started immediately by anyone at the scene. 


BE READY ... with low-cost M/M Mouth-to-Mask Resusci- 
tators strategically located throughout your plant. Anyone, 
in seconds, can learn to operate this new resuscitator. 
The Globe M/M Mouth-to-Mask Resuscitator is the easy 
and natural way to revive the victim of an asphyxial accident. 

. For First Aid in Drowning . . . Toxic Gas Inhalation ... 
Asphyxia ... Electric Shock ... Inhaled Solvents .. . in All 
Cases where Breathing is Impaired .. . Especially Effective 
as a Breathing Assistor in Asthmatic Attacks. 


GLOBE RESUSCITATION & BREATHING EQUIPMENT 


For Catalog Sheet, Illustrated Instruction Card 


and Name of Your Nearest Distributor write to 


Medical and Hospital Dept., 


Globe Industries, Inc. 
125 Sunrise Place 
Dayton 7, Ohio 





GLoge MEEDEI™ RESUSCITATO® 


yy 


Viz 


(ig 


TOP ae cece pases 








\ 


Here is a complete, new, 
extremely effective 
resuscitator. This is the 
practical equipment for 
Manual Resuscitation... 
and It’s Low-Priced, too! 


-—2 sI5 9 
_ 


(This price is for the complete M/M 
unit — including resuscitator, trans- 
parent face piece, aspirator, airway 
and carrying bag.) Complete kit 
weighs only 2 Ibs. 3 ozs. 


FOR THE PATIENT: 


‘F 


W 


The air entering the alveoli con 
tains the full oxygen content 
(21%) of the surrounding air..In 
direct mouth-to-mouth resuscita- 
tion, the victim is ventilated with 
Fi ammoiola) ¢-llallsl-amelalh Aae-1 91010) ae Coby ae 
18% oxygen. 


yi ame) <010)-10)-4- a a> 40-1} o) a 00) 08) 


ml. is easily accomplished 


. The most efficient means for 


administering ‘‘pole-top’’ resusci- 
tation when there is no mechanical 
resuscitator available 


FOR THE OPERATOR: 


# 
rs 


At no time is the patient's breath 
inhaled by the operator. 

The operator is physically sepa 
rated from the patient. He can ob 
serve chest movement and lip 
color without interrupting the 
rhythm of resuscitation 


. Arebreathing system prevents hy 


rey-1a",-2a) di -)dlelame) me dal -mme) o\-10-140) am Mal 
M/M Resuscitator can be used by 
rolal-Mmo) ol-1¢-)40]m@meelaldialelel-ih mnie] am lolal=1 
periods 


NOW a cusHION INSOLE HIGH SHOE 


Like walking on a pillow! 


Upper Leather 


PROCESSED WITH 


to withstand 
hard wea 
and give you 
more comfort 


the tron Age 


Cushion -Aire 


No. 675 
E 5-14 
EEE 5-14 


Most safety shoes with cushion insoles 
are oxfords. There’s been a demand for 
the same built-in comfort in a high shoe. 
So here it is! 

The Iron Age Cushion-Aire is a bright 
new style with a leather covered cushion 
insole (including an arch pad) that ex- 
tends the full length of the shoe. It pro- 
vides the foot ease and walking comfort 


Steel Toe 


SAFETY SHOE 


The Safety Shoe 
for Industrial America 


your workers want and will appreciate. 

The Iron Age ‘“‘Cushion-Aire” with 
DuPont Quilon treated leather, Neo-Cord 
sole and heel, Dacron stitching and pro- 
tective welt is particularly suited for wear 
in chemical plants. It’s another outstand- 
ing Iron Age value in safety, comfort and 
long wear. Get full facts on the “‘Cushion- 
Aire.”’ It’s in stock and ready for delivery. 


ron Age SAFETY SHOES 


E DIVISION - H. CHILDS & CO., INC. + PITTSBURGH 12, PA. _ 


i le Las aa 


BES Dhl nll Serene atin ie iain 
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NAMES IN THE NEWS 7 One bridge 
people * companies * associations instantly fits 
more than’ 95% 

of employees 


L. A. Periad has joined National 
Safety Products Co., Saginaw, Mich., as 
a partner. Periad is well known in the 
safety field. 


At a recent meeting of the Northern 
Ohio Chapter, American Soc. of Safety 
Engineers, former chapter chairman Rob- 
ert H. Ferguson was awarded a pen and 
pencil set in recognition of his efforts on 
behalf of the society through the years. 
Ferguson is industrial relations director 
of Republic Steel Corp., Cleveland. 


J. Arlen Marsh, editor, OccuPATIONAL 
Hazarps, is scheduled to deliver two talks 
(“Public Relations During Emergencies” 
and “Is Management Aware of Fire Pro- 
tection News?”) to students of the 3rd 
Annual Industrial Fire Protection Short 
Course sponsored by the University of 
Maryland. Both talks will fall on February 
4. Students of the course come from indus- 


tries in Maryland and surrounding states. UNIBRIDGE 


Fine Organics, Inc., has moved its 
sales and executive offices from New York 


Eliminate time-consuming fitting adjustments. 
Slash inventory stock requirements. 


Add new comfort and attractiveness for wearer. 
City to enlarged headquarters, 205-225 
Main St., Lodi, N. J. 


Write for Bulletin #38 on the most modern safety 
Abern Safety Equipment Corp., New spectacles and 
Haven, Conn., has been appointed a dis- ; Lobe ¥: er | les hav; added 
theses i Commentions fee tadeastal most complete range of temple styles .. . having adde¢ 
safety creams and waterless cleaners strength in butt joint temple construction . . . and per- 
manufactured by Chemical Corp., Spring- eas . Tae P 
a= ee mitting fast, easy identification of safety spectacles 


with new Welsh I. D. plaque. 


. in popular frame colors . . . with the 


Elmer Stough has been appointed 
Ohio State Fire Marshal. He succeeds 
Emmett P. Brush, Jr., who resigned to 
become postmaster in his home town, 
Piqua, Ohio. Stough has been a fireman 
for 35 years, and from 1945 until his re- 
cent appointment was chief of the Lorain, 
Ohio, Fire Department. 


S. F. Spence, director of safety and 
loss prevention, American Cyanamid Co., 
New York City, was recently elected chair- 
man, general safety committee, Manufac- 
turing Chemists’ Association. The MCA 
represents over 90% of the nation’s chem- 
ical production. Spence has been active 
in the safety field for nearly 25 years. 
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Daylon 
safety ladders 


approved and 
labeled by 
Underwriters’ laboratories 


The accepted standard for ladders, Daytons 
ore built of selected, tested, kiln-dried Sitka 
Spruce. Designed to latest specifications of the 
American Standards Association Safety Code. 


of 
] 


>>|! \ A ZN 

L—11 \ = {\\ 
DAYTON Fig. 200 “ [ii \e 

j UY \ 
A well constructed a \\e zx 
step ladder built for heavy indus- \ \\ 
triol use to stand maximum abuse. \ 
Can be supplied with fully rodded uy 
back for extremely heavy-duty jobs. Bucket 
rack optional. All hardware zinc-plated. Sizes 
4 to 16’. 


DAYTON Fig. 102 


A strong ladder for general indus- 
trial use. Side rails are 1%," x 
2%," (rails available 14%" x 3," 
if desired). 


DAYTON Type-H 


An extremely rugged ladder, de- 

signed and built to meet demand 
for a platform ladder with miliwright back 
construction. Tool shelf on top. Ladder shoes 
standard equipment. Folds absolutely flat for 
easy storage. Features include pinch-proof 
spreaders, corrosion-resistant zinc hardwore, 
slip-proof treads. Sizes 4’ to 16’ to platform. 


For FREE literature write Dept. F 


ladder co. 


2339 Gilbert Ave., Cincinnati, Ohio 
tn Canada—SAFETY SUPPLY CO., TORONTO 
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Sy PA a striking improvement 
of in sledging and chiseling 
CHISEL GRIPS 


used extensively for 
steel stamps, star drills, punches and hand tools 


TWO-MAN MODEL. 18° LENGTH. HOLDS TOOLS 
UP TO 2%" DIAMETER 


Catalogue No. 718 


The Safe-Hi two man chisel grip features a newly im- 
proved flanged head for additional support and shock 
absorption, a longer lasting band, non-slip knurling on 
the handle and T-handle adjusting screw 





ONE-MAN MODEL. 7° HANDLE. HOLDS TOOLS 
UP TO 1%" DIAMETER 


The Safe-Hi one man chisel grip is durable and light— 
weighs only 6 oz. Shock insulated rubber belting band 


I. absorbs shock and prevents “creeping” of the tool 
Catalogue No. 706 tyrcugh arip 








Safe-Hi chisel grips provide new protection against smashed fingers 
and hands by keeping hands well away from the danger of off-angle 
h and sledging blows. Since Safe-Hi chisel grips hold steel 
stamp or chisel securely, sledging and chiseling is more accurate and 
faster. The danger of flying chisels is also eliminated. 


Safe-Hi spark-resistant chisel grips also available. 








ENT FOR USE 
TEEL STAMPS 


ROSE MANUFACTURING 








THIS EXCLUSIVE 


Surely 


GLOVE COMBINATION 
SOLVES MORE 

HAND PROTECTION 
PROBLEMS 


THAN ANY OTHER 
WE KNOW 


SURESEAL 


(HYCAR) 


TURN-CUFF 
\, INDUSTRIAL GLOVES 


Tests prove Sureseal’s 
amazing long life—ten 

times and more wear 

than other materials. 

Since Surety makes 
gloves from all mate- 

rials you may be sure 

of test impartiality. 
Adding Surety’s famous 
safety feature, Turn-Cuffs, 
the barrier to dangerous 
liquids, provides the maximum 


TEST 





AT OUR EXPENSE send for slide 
rule showing gloves best to resist chemi- 
cals, acids, oils, solvents, etc. Teli us your 
glove need, too... we'll send sample pair. 


In Canada: Safety Supply Co., Toronto 


hand safety and comfort to make 
willing hands and willing workers. 
Ask your jobber or write Dept. 
BW. The Surety Rubber Company, 
Carrollton, Ohio. 
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SPEND PENNIES 
SAVE DOLLARS! 


These Days When Every Saving Counts 
MODERNIZE WITH MAGIC-— 
Exchange Obsolete Installations 


AND SAVE MONEY. 


Modernize with Magic and you save four ways: First— 
New, trouble free dispensers FREE when exchanged 
for obsolete stations. Second— You save on Maintenance 
time when you Modernize with Magic: No mechani- 
cal parts to break down; No bottles to refill. Third— 
Modern Magic Dispensers are pilfer proof; the 20 
’ vauge steel cabinets lock with a key. And fourth—When 
you use Modern Magic Silicone Treated Lens Tissue 
the sheet is almost twice the size of other silicone sheets 
allowing a generous size sheet—not skimpy; A strong 
sheet that will not tear. You save four ways when you 
Modernize with Magic. 


) 

Study your shop—see where else a Modern Magic 
Cleaning Station should be to save your workers steps, 
and you money. Order them today and be supplied with 
the most Modern equipment. It will save you money. 


Write us or your Safety Jobber today! 


Cleaning 


MAGIC Pop-Up Pack in self dispens- 
ing box for your desk or any place in the 
office, plant or laboratory, $11.95 per 
carton of twelve boxes. 


THE SILICONE PAPER COMPANY OF AMERICA, INC. 
75 East 45th St., New York 17, N. Y. 
SERVING EVERY MAJOR INDUSTRY IN AMERICA 
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Arc Welding Helmets by Jackson 


MADE OF FIBER Gass, strong, smooth, easy to clean, resistant to heat and moisture, they last. 

In THREE SfyY.eEs (left to right): narrow shell, straight shell and curved shell . . . each of these with . . . 

Your CuHoIce oF LENS HOLDER (I. tor.): metal lens holder, plastic lens holder (insulative and less in weight), and 
a plastic, insulative lift-front. 

Apyust-O-Lok HEADGEAR of non-conductive, lightweight and durable Nylon plastic provides easiest headsize ad- 
justment while being worn. Helmet stop and cross strap are also adjustable. 

CaPp-AND-HELMET COMBINATIONS offer choice of three helmet styles, three lens holders, three Jackson safety caps. 

WELDING HANDSHIELDs in the same three shell styles have plastic lens holders, fiber handles. 


Sold Everywhere by Better Welding Supply and Safety Product Dealers 


Jackson Products 


N N OF AIR REDUCTION CO 
WARREN + MICHIGAN 
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a development of Radio Corporation of America 


and Mine Safety Appliances Company 


to provide industry with the best possible 


over-the-ear protection against excessive noise 


= 


The New Noisefoe Mark IT 


MSA, working with RCA, and drawing on the vast 
experience and technological breakthroughs of both 
companies in the noise field, now brings you over-the-ear 
protection with these specific advantages: 

® maximum attenuation, minimum weight and pressure 
@ stylized appearance encourages wearer-acceptance 

@ durable plastic cycolac’ear cups fit 99% of all wearers 
®@ seal flange contours insure positive acoustic seal 

® replacement parts vailable and easy to assemble 

@ vinyl headband cleans easily with soap and water 


MSA....where safety problems become eS 
safety products through research 


If you have a potential hearing damage problem due to 
shrill, harsh noises in military or industrial operations, 
our new Noisefoe Mark II will prove helpful. 

Attenuation data, design, and construction features of 
the Noisefoe Mark II are described and illustrated in a 
new four-page bulletin, available on request. Write for 
your copy, today. There’s no obligation. Mine Safety 
Appliances Compeny, 201 North Braddock Avenue, 
Pittsburgh 8, Pennsylvania. Mine Safety Appliances 
Company of Canada, Limited, 500 MacPherson Avenue, 
Toronto 4, Ontario. 








One of America’s best-selling dress and leisure 
designs makes a best-selling safety shoe, too! 
It has STYLE APPEAL — strongest induce- 
ment you can offer for the man who resists 
safety shoes; an extra pair for the man who 
already wears them. Order a sample pair for 


display. It’s a shoe that every man can use. 


This 

kind of 
style appeal 
sells 

foot 

safety! 





Emmaus, Pa. 
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HOUSEKEEPING FOR INDUSTRY 





Your Painters — 


They Work in Constant Danger 


“MOST DISABLING injuries to painters 

in fact, 4 out of every 5 injuries 
are caused by four things: 

“1. Falls from scaffolds and other 
elevations. 

“2. Slips and falls on 
level. 


the same 


“3. Over-exertion. 
“4. Striking objects and structures, 
or being struck by them.” 


That's the way “Safety Rules 
for Painters,” a pamphlet published 
by the California Division of Indus- 
trial Safety, begins. The facts are as 
valid for painters who work in fac- 
tories as for those who work on 
houses. 

The safety rules are about the same 
for industrial as for 
painters. 


nonindustrial 
And the rules include a lot 
on the matter of good housekeeping. 
For example: 

> To prevent slips and falls, insist 
that waste and litter be removed; fill 
in or cover any holes around the 
places your painters work; clean up 
spilled grease, oil, paint, or other ma- 
terial at once—don’t let it accumu- 
late until shift’s end. 

> To prevent injuries caused by 
hitting objects or being hit by them, 
make sure there’s a clear working 
space for your painters; maintain a 
good storage spot for tools, material, 
and equipment, and see that painters 
keep their things there when they're 
not working; arrange stacks and piles 
of stored or temporarily moved 
drums and materials so that painters 
aren't apt to drop them or push them 
over as they work. 


We said a good deal last year, in 
our January issue, about how to han- 
dle and use scaffolds 
safely. We shan’t repeat ourselves 


ladders and 


now. But there are special points we 


didn’t mention that concern painters 
especially : 

> Hang scaffolds 
blasting, or around chemical washing 


around  sand- 
solutions, from wire rope, not fiber 
rope, 

Pm Inspect fiber rope often, par- 
ticularly if it’s used near acids or 
caustic; some plants insist on a daily 
If you find black or rust- 
colored spots, test the fibers. 

> You can make the test in three 


steps: 


inspection. 


first, look for worn and broken 
the outside of the 
second, untwist the rope in several 


fibers on rope; 


places—if inner fibers are bright and 
clear, the rope probably is strong; 
third, unwind a piece of yarn from 
the rope and break it—if you can 
break it easily, the rope is likely un- 
safe. 

If fiber rope can’t easily be bent 
and worked, or if its fibers seem dry 
and brittle, don’t let your painters 
use it. 


All this is old stuff? 


not to some. 


Apparently 
A California analysis 
of 56 disabling injuries showed that 
painters, if they knew the safety rules, 
often didn’t use them. You'll find a 
report of what happened in these ac- 
cidents, and why, in Figure 1. The 
action needed to prevent each injury 
is that recommended by the Cali- 
fornia Division of Industrial Safety. 

As you study the table, notice the 
number of injuries by sprains and 
strains. Over-exertion causes 1 out 
of 7 painting injuries. 


4 HUNDRED FEET above the St. 
Lawrence River, a_ railroad painter 
chips away old paint before starting a 
spot painting job. Because they often 
work at great heights, even inside fac- 
tories, painters are especially subject 
to falls. 


Canadian National Railways photo 





Figure 1: Analysis of 56 Disabling Injuries to Painters 


ACCIDENT TYPE AGENCY 


(4) Scaffold — ladder 

jack 

| (4) Scaffold—suspended 

FALL TO 

DIFFERENT 

LEVEL 
(24) 


(2) Scaffold — pole 


Scaffold — rolling 


Ladder — step 


Ladder — straight 


{ 





Other 


(2) 


UNSAFE FACTOR 


(3) 
(1) 


(1) 
(1) 
(1) 
(1) 


Not secured 
Over reaching 


No backrail 

Defective wire rope connection 
Taking unsafe position 
Unknown 


Taking unsafe position 
(1) Floor opening cover unsecured 
(3) 
(1) 
(4) 
(1) 
(2) 
(1) 
(1) 


Using equipment unsafely 
Defective ladder 


Not secured 
Jumped from ladder 


Inadequate scaffolding 
Opening unguarded 
Inadequate work access 


PREVENTIVE ACTION 


Secure ladders against slip. 
General safety education. 


Provide backrail. 

Use 3 wire rope clips. 

Job safety training. 
Pre-employment examination. 


Job safety training. 


Keep area safe for rolling 
equipment. 

Job safety training. 
Provision for maintenance. 


Secure jadders against slip. 
General safety education. 


Provide standard scaffold. 
Job safety training. 
Provide for access. 





Plank 


SPRAIN 

OR 

STRAIN 
(10) 


Paint can 


Ladder 


Scaffold 


(3) 
(2) 
(1) 
(1) 
(1) 
(1) 
(1) 


Lifting in awkward position ; 


Lifting in awkward position 
Unsecured handle 


Unsafe planning 
Lifting too heavy a load 


Lifting too heavy a load 
Lifting in awkward position 


Lifting instructions. 


Lifting instructions. 
Inspection. 


Secure aid in lifting. 


Secure aid in lifting. 
Pre-employment examination. 





Window 
STRUCK BY 
iC) 





Concrete 
Ladder 

Metal locker 
Fan 


(1) 
(1) 


(1) 
(1) 
(1) 
(1) 


Broken cords 
No warning signs 


Unsafe planning 
Unsecured 
Unsecured 
Defective switch 


Job safety training. 
Provide warning signs. 


Job planning. 

Secure ladder against slips. 
Secured working surfaces. 
Disconnect electric equipment. 





Saw horse 
Wall 
Ladder 
Blunt object 


STRUCK 
AGAINST 
(4) 


(1) 
(1) 
(1) 
(1) 


Using inadequate scaffold 
Jumping from elevations 
Slippery work surface 
Unsafely arranged 


Require standard scaffolds. 
General safety education. 
Job safety training. 
Job safety training. 





CAUGHT 
BETWEEN 
(2) 


Rolling scaffold 
Compressor 


(1) 


Unsafe handling 


(1) Unguarded 


General safety education. 
Guard V-belt. 





CONTACT 

WITH 

HAZARDOUS 

SUBSTANCE 
)) 


Formaldehyde paint 
Paint thinner 


Inadequate ventilation 
Inadequate ventilation 


Provision for ventilation. 
Provision for ventilation. 





Ladder 


Unsecured 


Secure ladders against slip. 





(1) Failure to use 

equipment provided 
Unsafely stored 

(1) Congested working area 
(1) Driving without due control 
(1) Jumping over objects 

(1) Bodily reaction 


(1) 


(1 


Job safety training. 


(1) 
(1) 


Instructions. 

Improvement of housekeeping. 
(1) Auto driver education. 

(1) General safety education. 
(1) Pre-employment examination. 
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A man in an Eastern plant tried to 
push up a window; he didn’t get the 
window open, but he did twist in 
anguish over a sudden hernia. Two 
more men tried to raise the window; 
it stayed closed, but both men got 
hernias, one after the other. So teach 
your painters to pry up stuck win- 
dows with tools. 

Teach them, too, to lift properly. 
Painters often have to handle heavy 
loads. Between October 1, 1956, 
and September 30, 1957, painters 
filed 251 workmen’s compensation 
claims in Michigan. Of these, 72 
were due to sprains, strains, or dis- 
locations, and 21 to hernias. More 
than 37% of the claims resulted from 
over-exertion or improper exertion. 


Painters can get too hot. One 
was working on the outside of a new 
plant in Philadelphia when the tem- 
perature went so high it made him 
sick. He went home, but returned to 
work the next day. 

This time, he began painting the 
walls of a small restroom. The room 
wasn’t ventilated, had no windows, 
Half 

pe inter 
restroom 


was located under a slag roof. 
a day of this, and the 
stumbled out to another 
and collapsed. 

He was hospitalized with a 109-de- 
gree fever. Brain damage developed. 
and he became a helpless charge of 
the Veterans’ Administration. 

Every physician who examined the 
man agreed that he had been a vic- 
tim of heat stroke. Although the 
painter’s employer fought the com- 
pensation claim that inevitably was 
filed, state courts went along with the 
physicians. 

Somewhat similar cases have arisen 
elsewhere—in Arizona, for example, 
where a painter was laid out by the 
sun’s heat while he was working on 
the west wall of an unshaded brick 
building. The Arizona employer 
tried to defend a suit for compensa- 
tion benefits by saying that heat from 
the sun was an ordinary hazard to 
which anyone was subject, and that 
the painter’s illness wasn’t a result of 
his job. The courts, however, sus- 
tained the Industrial Commission’s 
award. 

If you can protect your painters 
against excessive heat, you'll be 
smart to do so. The fact that a man 
never has been prostrated by high 
temperature doesn’t mean he never 
will be. 


Benzol poisoning killed a Massa- 
chusetts painter. He had made it a 
habit to wash paint from his hands 
and arms with paint thinner. The 
thinner contained naphtha, and the 
naphtha was 10% benzol. 

The man worked for his industrial 
employer five years. During that 
time, he had no contact with benzol 
except through the paint thinner. 
Unanimously, despite a spirited de- 
fense of the compensation claim by 
the employer, the state supreme court 
confirmed an award for temporary 
total disability, full hospital and 
medical expense, and death benefits. 

The death easily could have been 
prevented. There are plenty of non- 
toxic hand cleaners, and they're a lot 
cheaper than compensation payments. 


Dermatitis is a big problem for 
painters. Sometimes it’s caused by 
constant exposure to some cleaning 
agent; sometimes, by paint pigments 
or solvents. 

Turpentine probably is the greatest 
(The kind of turpen- 
tine you use seems to make quite a 
difference in the 


single cause. 


severity of any 


dermatitis it induces.) Generally, 
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painters who get dermatitis from tur- 
pentine are laid up for several weeks. 
What’s worse is that the dermatitis 
is likely to come back time after 
time. 

Gloves help prevent dermatitis due 
Protective 
creams, applied before your painters 
go to work, are helpful, too; and 
often they make the task of cleaning 
up much simpler. But thorough 
after-the-job cleansing with soap and 


to pigments or solvents. 


water or some other nontoxic mate- 
rial is essential, no matter what other 
precautions you take. 


The painters we've been talking 
about are housekeepers, not produc- 
tion workers who spend all day in 
spray booths. Nevertheless, many 
times these painters we're discussing 
face danger from paint spray, which 
may contain toxic substances of many 
different kinds. 

One insurance group 
simply that, when men spray paint 


suggests 


big wall areas, they “should stand in 
such a position that the air movement 
will carry vapors away from them.” 
What you'd do if the wind changed 


continued on page 37 
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ANOTHER BENEFIT OF MSA’S 
NEW HAT SUSPENSION 


EASY TO INSERT 
EASY TO REMOVE 


MSA’s new double cradle suspension 
for Skullgard Hats and Caps gives you 
“Fixed-Crown” clearance and adjustable 
comfort. 

Item: One of the big advantages of 
this new suspension is its speedy inser- 
tion and removal in the field. Four wide 
snaps provide a positive spring steel lock- 
in catch, so there’s never any accidental 
detachment. These snaps are recessed 
for greater comfort and permit easy re- 
moval of the suspension for sterilization. 

Other features include: handy locked- 
in suspension; no pressure points; air 
cushion sweatband; fast size adjustment: 
clean, long-wearing plastic webbing. 

Write for new bulletin for details. 


F = 
SAFETY EQUIPMENT HEADQUARTERS 
rm fF 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 
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PLANT 
MAINTENANCE AND 
ENGINEERING 


SHOW 


PROGRAM and exhibits alike at the 
10th Plant Maintenance & Engineer- 
ing Show will be aimed at helping in- 
dustrial hovsekeepers do a better job. 

Speakers from many industries will 
talk on old, familiar themes as well 
as on subjects that only recently have 
become important to plant mainte- 
About a third of the 
topics scheduled are new to the pro- 
gram. 


nance men. 


Twenty sessions will cover matters 
of interest to all types of plants. 
Speakers and open forums will go be- 
yond the usual housekeeping-mainte- 
nance questions to discuss air and 
water pollution, labor relations, train- 
ing crews to handle housekeeping and 
general maintenance jobs safely and 
efficiently. 

There will be sessions on several 
specific industries: metal working, 
petroleum processing, nuclear energy, 
metal fabricating, chemical, machine 
assembly, electrical manufacturing, 
pulp and paper production, foundry 
operation. One meeting will cover 
“Why Safety Is Essential, and How 
to Secure It” in housekeeping-main- 
tenance work; another will be on 
“Setting and Maintaining Sanitation 
Objectives.” 


More than 10,000 products will 
be on display in booths manned by 
nearly 400 exhibitors. The show has 
grown until it’s 1 of the 3 largest an- 
nual expositions in industry. Since 
it began in 1949, about 700 com- 
panies have exhibited. 

This year, while many product ex- 
hibits will concentrate on general 
plant maintenance, others will pro- 
vide an excellent education in house- 
keeping and sanitation for men from 
Much of the 
equipment will be shown in use. 

You'll find a huge variety on stage 
at the show: floor machines, dust col- 
lectors, brushes and brooms, hand 
dryers, washroom fixtures and sup- 
plies, record systems to help you plan 
your work schedules, safety clothing 
and equipment, soaps and waterless 


janitors to managers. 


CLEVELAND 


hand cleansers, signs and markers, 
mops, vacuum cleaners, water foun- 
tains and showers, pesticides and 
germicides, fire extinguishers and ex- 
tinguishing systems, incinerators, 
lawn mowers, ladders and scaffolds, 
floor and roofing materials, steam 
cleaning devices, and a lot more. 


The program is tight. Visitors 
want to see exhibits without missing 
any sessions that especially interest 
them. So, many meetings are sched- 
uled twice. Those first held on Mon- 
day evening, for example, will be re- 
peated Wednesday morning; most of 
those held on Tuesday will be re- 
peated Wednesday evening. 

No conference sessions are planned 
Exhibitors’ booths, 
however, will be open daily from 
Monday, January 26, through Thurs- 
day, January 29. This arrangement 
makes sure you'll have time to visit 


for Thursday. 


the exposition even if you spend all 
the first three days at the conference. 

You'll get highly practical help if 
you attend the show. So will your 
housekeeping-maintenance —foremen 
and supervisors, your janitors, your 
industrial hygienists, your plant en- 
gineers. This is no conference based 
on theory; instead, it’s founded on 
case histories of successful industrial 
sanitation and maintenance programs. 
And the exhibits will keep you and 
your people up to date on plant 
housekeeping materials and equip- 
ment. This year, you'll have an ex- 
tra advantage: the meeting will aim 
at the needs of plants of every size, 
with special attention given those 
with up to 50 maintenance workers, 
those with 50 to 300 maintenance 
workers, and those with more than 
300 maintenance men. 

All meetings and all exhibits will 
be in the Cleveland Public Audito- 
rium. OccUPATIONAL Hazarps will 
be there. So will Industry & Welding 
and Applied Hydraulics & Pneu- 
matics, two other Industrial Publish- 
ing Corporation magazines. Visit us 
at booth 103. @ @ 
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FIRE PROTECTION FOR INDUSTRY 





Nationwide Mutual Fire Insurance Co. photos 


MORE THAN 150 representatives of Ohio industry (left) listen to a discussion 
of safe ways to handle and store flammable liquids. Equipment manufacturers, 
state government experts, and Ohio Fire Brigades Association leaders unite to 
conduct four seminars a year on fire protection in the Buckeye State. . . . Wade 


Thomas (right), 


West Virginia assistant state fire 


marshal, 
principles of fire safety during one meeting. 


demonstrates 


4-Point Plan for Plant Fire Brigades 


WHETHER your plant has 3 or 3,000 
employees, it should have some type 
of fire brigade program. That’s the 
opinion of L. E. Shingledecker, su- 
pervisor of fire safety, Nationwide 
Mutual Fire Insurance Company, 
Columbus, Ohio, and executive sec- 
retary, Ohio Fire Brigades Associa- 
tion, Inc. 

Shingledecker and his associates in 
the OFBA are prepared to do more 
than recommend a fire brigade pro- 
gram. They have travelled through- 
out Ohio for 12 years—the associa- 
tion was organized in 1946—to in- 
struct and advise industry about fire 
protection. 


Association members — all 
prominent men in the field of fire 
safety—use four basic guides: 

1. The program must be simple, 
effective, and interesting. 

2. Top management should make 
known its approval of the program 
and provide 100% backing after it is 
developed. 

3. The city fire chief or volunteer 
department and the firm’s fire insur- 
ance carrier should be kept informed 
about the program. 
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4. Whenever possible, fire brigade 
members should get recognition for 
their accomplishments, since it is 
their program as 
ment’s. 


well as manage- 


The brand-new plant fire chief is 
first assigned extensive reading from 
literature of the National Fire Pro- 
tection Association, Improved Risk 
Mutuals, Mills Mutuals, and the Na- 
tional Board of Fire Underwriters. 

The Ohio Fire Brigades Associa- 
tion then arranges a tour of an in- 
dustrial plant in the vicinity noted 
for its strong fire brigade. Here, the 
new chief picks up invaluable tips 
from experienced men. 

Next stop is the local fire depart- 
ment. The brigade boss adds to his 
knowledge of fire prevention and pro- 
tection through his discussion with 
the community fire chief, who bene- 
fits also, since he in turn learns all 
about a new development in his com- 
munity: formation of an industrial 
brigade. 


The fire brigade chief now re- 


turns to his plant and applies his 
newly-acquired knowledge. He sur- 
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veys the plant area, works out a pro- 
gram, then ruthlessly appraises his 
survey findings, using as a guide his 
reading sources and the information 
garnered during his plart tour and 
his discussion with the local fire 
chief. 

He selects employees to serve as 
Usually, he works 
closely with foremen on this, for they 
know the capabilities of the workers. 
One man is drawn from each depart- 
ment. 


brigade members. 


continued on page 38 


y 


f 


rd 
L. E. SHINGLEDECKER (left), execu- 


tive secretary, Ohio Fire Brigades Asso- 


ciation, and Wayne Morris (right), 
chief, Fire Prevention Bureau, Ohio 
Fire Marshal’s Office, team up to or- 
ganize and manage industrial fire pro- 
tection seminars. 





Have you heard the story about the 
businessman who sued the govern- 
ment for $4-billion? When asked 
why, he replied, “I want some action, 
and those are the only figures they 
understand.” 

Maybe you feel that way at you 
plant—that you have to show fancy 
figures to get action out of your man- 
agement and workers. If so, try some 
of these: 

> Dermatitis costs American in- 
dustry close to $150-million yearly. 
This estimate is from the United 
States Public Health Service. 

> Skin trouble accounts for nearly 
two-thirds of all occupational disease 
cases reported to compensation 
boards. 

> Every day 1 out of 4 employees 
is exposed to potential skin irritants. 
At least 9% of the exposed workers 
suffer some form of skin disease re- 
sulting in lost man-hours. 

> Jury verdicts and compensation 
board judgments have grown more 
liberal every year. Yet as far back as 
1952, a United States District Court 
jury in Philadelphia awarded $10,000 
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What to Do About 


damages to a railroad machinist who 
contracted dermatitis on the job. 


If you're in a large plant, you 
very diversity of operations means that 
at least some of your workers are 
exposed to irritants. Many oils, sol- 
vents, salts, acids, alkalies, and resins 
cause dermatitis; and in a_ large 
plant you’re sure to find some of 
these—many being misused. 

In one large automobile plant a 
routine fire inspection, oddly enough, 
led a safety director to a dermatitis 
hazard. The safety man was trying 
to find the cause for a number of 
small fires in one plant area. He 
found that workers there were using 
flammable solvent, which they stored 
in small open cans at their benches. 
to clean their hands. The practice 
saved steps, but introduced dangers 
of fire and dermatitis. Now the plant 
furnishes tubes of waterless skin 
cleaner to workers. 


The dangers of skin disease are 
even more serious in small- and 
medium-size plants. A survey by the 


Association of American Soap & 
Glycerine Producers. Inc., shows that 
in plants with 500 or fewer employ- 
ees, 36° face dermatitis exposure 
daily. Yet 84% of these plants fail to 
teach their employees that personal 
cleanliness is the number 1 defense 
against skin irritation and disease. 

In the same survey, the association 
asked for ideas on the best way to 
combat industrial dermatitis. Over- 
whelmingly the answer was, “Educate 
the people on causes and prevention.” 

To help plants of all sizes, the 
association produced a_ flip-chart 
called, “How We Can Clean up 
Dermatitis.” With color and cartoons 
it tells its story brightly, stands up 
by itself, like a tent. The profession- 
ally-prepared chart, which sells for 
$10 a copy, carries a script to help 
the speaker expand on the points il- 
lustrated. 


Here are some highlights from 
the chart and outline: 

> Because the skin is constantly 
exposed to the elements, it always 
faces injury or infection. Infection 
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the $190-Million Itch 


can occur both when the skin secretes 
sweat and when it absorbs into the 
body irritants which are deposited 
and not quickly washed away. 


> Skin diseases are seldom fatal, 
but the constant discomfort lowers 
efficiency of the worker or causes him 
to lose time from the job. Some skin 
diseases are transferred to fellow 
workers or family members through 
normal contact. Photographs and 
drawings show how unpleasant and 
unsightly dermatitis can be. 


> There are three main causes of 
dermatitis: 

Primary irritants. Acids, alkalies, 
solvents, oils, greases, and corrosive 
salts cause dermatitis by direct chemi- 
cal action on the skin. They either 
react with the skin or take from it 
something essential to its health. 

Sensitizers. These may not cause 
a noticeable reaction on first contact, 
but may change the skin so that fu- 
ture contact with the same material 
causes dermatitis. Sometimes, low 
concentrations of primary irritants 


act as sensitizers. Typical sensitizers 
are resins, TNT, and tetryl. A special 
group, known as photosensitizers, af- 
fects the skin so that dermatitis de- 
velops only after exposure to light. 
Examples of these are coal tar, pitch, 
some crude petroleums, and fluores- 
cent dyes. 

Mechanical and physical agents. 
In normal doses these are not very 
great hazards. But overexposure to 
high heat or deep cold, abrasion of 
the skin by constant 
bombardment by 


friction. or 
atomic radiation 


may cause dermatitis. 


> The rules for preventing skin 
irritation are simple. Wash _thor- 
oughly with plenty of soap and warm 
water, wash all over, wash often, dry 
thoroughly, shower after work when- 
ever possible. This type of cleaning 
removes dirt you can see and also 
the invisible dusts and fumes that 
penetrate clothing to do unseen dam- 
age to the skin. Caution workers 
against using solvents or only water 
for cleaning the skin. 

> Protective clothing and barrie1 
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creams do a good job of shielding the 
skin from irritants in many work 
situations. To be effective, protective 
gloves, sleeves, coveralls, and other 
garments must be clean and in good 
repair. Barrier creams, lotions, and 
ointments are practical for protecting 
skin that has to be exposed, and the 
washoff added 


against dermatitis. 


provides insurance 


The presentation closes by show- 
ing three ways everyone can help 
control dermatitis: 

1. Repair trouble spots in plant 
equipment—such as a spilling vat, or 
a leaky pipe or chemical storage tank 

at once. 

2. Be a friend in need by warning 
fellow employees about exposure to 
irritants or about an outbreak of irri- 
tation. 

3. Report any skin irritation to the 
doctor at once. @ ® 


Requests for the flip-chart mentioned in 
the above story should go to Roy W. Peet, 
manager, Association of American Soap & 
Glycerine Producers, Inc., 295 Madison 


Avenue, New York 17, New York. 





Equipment inspections... 
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TAKE FiFty factory buildings. Scat- 
ter them over eighty acres. Start put- 
ting up a new research center and a 
9-story addition to the main plant. 
Hire 1,350 people to do the work. 
Pour a lot of flammable solvents into 
your production processes, 

You'll have the Chas. Pfizer & Com- 
pany drug-producing plant at Groton, 
Connecticut. 

Pfizer has owned the plant twelve 
years. We've never had a major fire. 


Three groups are responsible for 
our success in beating fire hazards: 
the personnel department, which in- 
cludes the fire department, safety de- 
partment, and plant hospital; the 
maintenance department, which han 
dles such jobs as keeping the sprin- 
kler systems in top working order; 
and the whole run of Groton plant 
employees, all of whom get at least 
some fire protection training. 

We have a mutual aid agreemert 
with the Groton Borough Fire De- 
partment, which has one fire station 
300 feet from the plant entrance and 
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How We Lick Our 


another about a mile away. We have 
a Borough system fire alarm box in 
the gate office; there are four other 
Borough boxes elsewhere about the 
plant. The Borough department re- 
sponds automatically to all plant fire 
alarms on weekends, holidays, and 
odd shifts; but so far, we’ve had only 
four fires that needed more than hand 
extinguishers. 


We have more than 1,000 extin- 
guishers for B and C fires (flammable 
liquid and electrical). Of these, about 
900 are pressurized dry chemical ex- 
tinguishers; we have about the same 
number of CO, units. We have per- 
haps 50 pressure or pump water 
units and 6 soda-acid extinguishers. 
Most of our hazards involve flam- 
mable liquids. 

As far as we can, we’re standard- 
izing our first aid fire-fighting equip- 
ment. That makes it easier to train 
all our workers in how to use ex 
tinguishers, and does away with con- 
fusion during an emergency. When 
we need to replace or add to our 


existing extinguishers, we buy dry 
chemical units. 

We have two 350-pound dry chemi- 
cal wheeled units and two portable 
foam generators with twelve cans of 
foam and 200 feet of hose for each 
generator. In the fire station, we 
keep a pumper with a 550-gallon 
pump; and we have a CO, truck with 
four banks of six carbon dioxide 
cylinders—a total of twenty-four 50- 
pound cylinders, The truck also car- 
ries two 15-pound dry chemical ex- 
tinguishers and two 15-pound CO, 
extinguishers. 


The plant fire department (a chief 
and five full-time firemen) gets back- 
ing from a fire brigade of 52 men 
and 9 fire police. 

Everybody at Groton learns to 
handle extinguishers. We have a fire 
school four days a week; Wednes- 
days are saved for fire drills. Each 
class is held to ten members, so that 
everyone may have personal in- 
struction and gein experience with 
extinguishers on test fires. 
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mobility ... special training aids...add up to— 


Fire Hazards 


Usually, a worker goes through a 


refresher course every eighteen 


months. work in 
1igh-hazard areas get more frequen 
high- 1 get frequent 
training. New people in high-hazard 
places are taught how to use fire ex- 


Emplovees who 


tinguishers as soon as they go on the 


job. 


A training ground has been set 
up for fire protection courses. We 
have seven pans for flammable liquid 
fires, along with a special training 
device that consists of a pail with a 
perforated bottom hung above an 
inclined chute. 

The pail is filled with gasoline, 
which runs through the hole and 
down the chute, where it is set afire. 
A trainee has to put out this fire 
starting at the bottom of the chute 
and working up to the flaming gaso- 
line in the pail. Workers learn that 
the right amount of dry chemical 
will prevent a flash-back at the bottom 
of the chute. 

Included in training ground equip- 
ment is another unit, called a “Christ- 


By Lawrence P. Feld, Fire Chief 


Groton Plant, Chas. Pfizer & Company 


mas tree,” that only fire department 
and fire brigade men may use. This 
is an upright pipe structure with 
branches that end in caps with little 
holes. 

We pump fuel oil under pressure 
through the “tree” so that the oil 
sprays from the caps. The spray is 
ignited. Men have to use both water 
fog and dry chemical in learning to 
extinguish this kind of fire, which is 
like that involving any pipe leak or 
break in a process line or vessel. 


Each year, Pfizer sends the fire 
chief and one fireman to the Con- 
necticut state fire school for a week. 
There, the men learn more about 
rescue and first aid work as well as 
about latest fire-fighting methods. 

Ali fire department members go to 
a school set up by an extinguisher 
manufacturer, to learn the best ways 
to use dry chemical units and how 
to teach others to use them. Classes 
are held at regular intervals at White 
Plains, New York, not far 


Groton. 


from 
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Our buildings are 90%  sprin- 
klered. We have 8 dry systems, 5 
deluge systems, and 20 wet systems. 
Water comes from a 20” city main. 
For standby, there’s a 150,000-gallon 
tank. 

The plant maintains 25 hose 
houses, each with 200 feet of hose 
and fire-fighting tools. Many separate 
hydrants and hose boxes stand neat 
216” outlets. 


\ 32-box fire alarm system and 
an emergency phone system practi- 
cally guarantee quick response to an 
alarm. The emergency number is on 
every plant phone; when it’s dialed, 
it connects with four places: fire de 
partment, gate house, hospital, sec- 
ondary first aid station. All four have 
pre-planned ways to follow up on an 
emergency message. Foremen can 
issue local warnings over a public 
address system. ® ® 


Facts for this article were assembled in 
cooperation with Safety First Products 
Corporation, which supplied all illustra- 
tions. 
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Work Standards Can Save 


It’s A LOT of work setting job time 
standards for housekeepers, but it’s 
worth it. If you’re not using stand- 
ards, chances are you're not getting 
the mileage you should out of your 
housekeeping crew. If you have 
standards that haven’t been revised 
for years, maybe it’s time you gave 
them a critical once-over. 

Study operation 
Write down your findings. 


each carefully. 

A num- 
ber of progressive firms has done 
very well with this approach. The 
Port of New York Authority, for ex- 
ample, studied window-cleaning sev- 
eral years ago. The study led to a 
complete rescheduling of window 
cleaners’ work. Better yet, it led to 
greater efficiency and lower costs. 

Written work instructions for 
each job should be a by-product of 
the study. 


the different types of equipment and 


In any plant, because of 


surfaces, cleaning operations are di- 
verse. Oral instructions must be re- 
peated time and again, and often a 
portion of the instructions is inad- 
The written word 
makes it unnecessary to give oral in- 


vertently omitted. 


structions every time you hire a new 
man or switch job assignments. You 
can write the instructions once, re- 
view them thoroughly, and make sure 
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you've covered the subject compre- 
hensively. 

Don’t get literary when you write 
these instructions. It’s usually best 
merely to list in order the steps in- 
volved ia a given jopd assignment. 
The new worker can put the instruc- 
tions in his pocket and refer to them 
before doing each assignment. Of 
course, your experienced men won't 
need to do that; but still it’s well to 
post a copy in each janitor’s closet 
so it is available when needed, An- 
other copy should be placed on the 
foremen’s desk, since he must have 
it at his finger tips in keeping his de- 
partment shipshape. 

These written standards have also 
come in very handy when an econ- 
omy-minded executive begins ques- 
tioning the size of departmental 


staffs. 


Training the new worker requires 
a shift in emphasis from written to 
on-the-job instructions. Most sanita- 
tion supervisors agree your best bet 
is to put the new man under one of 
your efficient housekeepers. 

Most authorities agree, too, that 
occasional meetings of the sanitation 
department pay off in improved effi- 
ciency. They are good for reviewing 
performance, correcting mistakes, get- 


most 


You Money 


ting home the need for proper care of 
expensive cleaning equipment. and 
ringing the men up to date (often 
through movies or slides) on new or 
improved methods. 

Perhaps the most important phase 
of any supervisory job is follow-up. 
The housekeeping supervisor must 
spot substandard work, mistakes, and 
omissions, and must take immediate 
action to correct them. He must 
learn whether ignorance or careless- 
ness was involved. The cure for ig- 
norance is more on-the-job instruc- 
tion: the cure for carelessness is usu- 
ally a reprimand. 


Sanitation inspections and rat- 
ing systems, if theyre thorough 
enough, often pinpoint weak areas. 
Take care, though, that you’re thor- 
ough and objective in working out 
inspection and rating systems, and 
avoid being general in rating an area. 
Break it down into its components, 
such as walls, windows, lighting fix- 
tures, floors. Grade each component 
excellent, good, fair, or poor. 

Whatever system you adopt should 
reflect your plant’s housekeeping fac- 
Use it as a guide for follow- 
up action along with the information 
you pick up on your frequent in- 
formal plant tours. ¢ ® 


tors. 
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answers still another of your 
Safety Equipment needs! 


NE EW CESCO 


All-Plastic 
Safety Glasses 
with Side Shields 





You asked for them! Now here they are!... 

New All-Plastic Safety Glasses with Side Shields. 
Designed and engineered to utilize the most 
modern materials available, frames and side 
shields of these new CESCO safety glasses are 
made of rugged translucent plastic, Lightweight 
and comfortable to wear, they are ideally suited 
to meet a wide range of uses where total-enclo- 


sure protection is a ‘‘must.”’ Plastic side shields 
are securely’ fastened to frames. Perforations in 
shields give proper eye ventilation, and at the 
same time, eliminate bothersome lens ‘‘cloud- 
ing.’ Available in flesh tone plastic to win wide 
worker acceptance. 


Here are other features of these outstanding new CESCO Safety Giasses: 


e@ Your choice of two sizes: No. 386 (46 x 39mm), No. 387 (48 x 41mm) 


e Popular F7 shape Lens is removable for easy ‘‘on-the-spot”’ repair 


e Broad-bearing Nosepads give comfortable distribution of glass weight 


ORDER BOTH WAYS... 


e If you desire, these new CESCO 
All-Plastic Safety Glasses can be 
ordered without side shields. They 
offer the same outstanding features 
as the glasses described above. 
Three sizes: No. 375F (44x 37mm), 
No. 376F (46 x 39mm), No. 377F 
(48 x 41mm) 


ASK your distributor to 
show you his complete line 
of CESCO head andeye pro- 
tective equipment. There’s 
a CESCOdistributorlocated 
in most major cities coast- 
to-coast. 


Circle No. 23 on reader service card for more information 
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Another packaging development from Du Pont! 


our omer a] 
Ud sa com anes (ee 
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Special Cartons for Du Pont Nitric Acid meet all I.C.C. standards of safety. Above, carton of nitric 
acid is dropped a distance of 4 feet to concrete floor. Package absorbs shock, protects the bottles. 


~ Now...DuPont Nitric Acid in Foam-Cushioned Cartons 


New disposable containers absorb shock, resist breakage 


Now, you get added safety and convenience when you order 
Du Pont Nitric Acid . . . thanks to new foam-cushioned car- 
tons. Unique boxboard construction features an inner core 
of shock-absorbing plastic foam to reduce danger of breakage. 
Far lighter than bulky wooden crates, these rugged cartons 
are easier to open, take less storage space. 

New easily disposable cartons for Nitric Acid join a list of 
other Du Pont packaging developments including: Single- 


trip Cartons for all reagents. Safety Grips on all heavier 5-pint 
bottles provide a secure and convenient hold for lifting and 
pouring. Dripless Sleeves of polyethylene make pouring safer, 
more accurate. Color Coding of labels and caps insures identi- 
fication, helps prevent contamination. 

On your next order, specify Du Pont Reagents. E.f.du Pont 
de Nemours & Co. (Inc.), Grasselli Chemicals Department, 
Wilmington 98, Delaware. 


DU PONT REAGENTS 


ACETIC ACID GLACIAL e 
HYDROCHLORIC ACID « 
NITRIC ACID 


GRASSELLI SALES OFFICES: Atlanta 8, Ga., 739 West Peachtree eet; Boston 10, Mass., 140 Federa 
2, Ohio, 603 Terrace Hilton Bidg.; C r 


West 7 Mile Road; Milwaukee 13, Wisc., 6500 West State Stree f 2, Mi 


uth Crawf 
Michigan, 130C 


13 nn., 46 River Street; New York 1, N. Y., 350 Fifth Avenue; Wynnew i, Pa., 308 East Lan 
vis 5, Mo., 10 S. Brentwood Bivd., Clayton. On West Coast: Braun-Knecht-Heimann Co., 1400 1éth Street, San Francisco 19, 


Bidg.; St. L 


650 West 8th South, Salt Lake City, Utah; Braun Chemical Corp., 1363 


THE SECRET’S IN THE CORE! ‘“Fome-Cor”’ container oft - 

4 4 . " Imperial Ave., San Diego, Calif 
board manufactured by St. Regis Paper Co. has 
shock-absorbing, acid-resistant inner core of 
plastic foam. For added protection, same mate- 
rial is used in construction of bottle nests. 


Wash 


rd Avenue; Cincinnati 


2930 West Osborne Road, Phoenix, Ariz.; Van Waters & Rogers, Inc., 4( 
3950 Northwest Yeon, Portland, Oregon; 801 N. Washington, 


4, Wash.; 713 S.W. 12th St., Portland, Oregon. in Canada: Du Pont of Canada 


AMMONIUM HYDROXIDE 
SULFURIC ACID REG. U.S. PAT. OFF 


BETTER THINGS FOR BETTER LIVIN 
. THROUGH CHEMISTRY 


Street; Chicago 32, lill., 42 
al City Bank Bldg.; Detroit 3 
207 Foshay Tower; New Hover 


ster Ave.; Pittsburgh 19, Pa., 1715 Grant 


outh Bonnie Beach Place, Los Angeles 54, Calif.; 1745 
4000 First Avenue South, Seattle 4, 
kane, Wash.; Scientific Supplies Co., 600 Spokane St., Seattle 


mited, Box 660, Montreal, P.Q., Canada. 


““Fome-Cor™ is a trademark of St, Regis Paper Company 
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Circle No, 24 on reader service card for more information 


JANUARY 1959 @© OCCUPATIONAL HAZARDS 





HOUSEKEEPING FOR INDUSTRY 





Finnell System, Inc., photo 


It Pays to Plan for Better Floor Care 


Wo? Wuat? Why? When? Where? 
There’s an old idea (now discarded 
by many daily papers) that the first 
paragraph of any news story should 
answer all five of those questions. 

Ralph W. Woida, superintendent, 
building maintenance department, 
Allis-Chalmers Manufacturing Com- 
pany, Milwaukee, has his own ver- 
sion: 

1. What needs to be done about 
floor care? 

2. Why does it have to be done? 

3. How should it be done? 

4. When should it be done? 

5. Who should do it? 

Woida aired his views at the 8th 
Plant Maintenance & Engineering 
Conference in Cleveland. 


Floor care takes two-fifths of all 
you spend on sanitation. Equipment 
takes a fourth of what you spend. 
Your most expensive equipment 
cleans floors, not windows, ceilings, 
light fixtures, walls. So if you can 
put a deep dent in floor care costs and 
can, by watching work schedules 


carefully, hold equipment. purchases 
and maintenance to reasonable levels, 
you'll do a lot toward trimming over- 
head expenses. 

Real cost-cutting, however, comes 
only with good planning. You can’t 
save money, for example, by buying 
cheap cleaning materials simply be- 
cause they’re cheap. Nor can you save 
money by standardizing on one kind 
of cleaning materials so as to buy it 
at a discount. Maybe the cheap ma- 
terials will ruin your floors fast; 
maybe the materials you get in bulk 
at a discount won't clean all-the types 
of floors you have. 

That’s why Woida’s questions are 
important. You can’t answer them 
successfully unless you study your 
floor care needs. 


Survey your plant floors. That’s 
the first recommendation for good 
floor care made by the National 
Sanitary Supply Association. 
cifically, the association suggests: 

> Find out what kinds of floors 
you have. 


Spe- 
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> Determine the area covered by 
each kind of floor. 

> Find out how much and what 
traffic goes over the floors. 

> Chart your findings in a plot 
of every plant floor, to show where 
aisles, open areas, obstructions, and 
walls exist. 

After made your chart, 
learn how much time it takes to clean 
each floor area properly. Make a 
table of these time schedules to go 
with your floor chart. 


y ou’ve 


You may find, as you follow the 
association’s plan, that your house- 
keeping crews have been doing un- 
necessary work. Perhaps that area 
tucked away in a corner of the third 
floor doesn’t need the daily attention 
it’s been getting; perhaps machine 
sweeping once a week will do, in- 
stead. Perhaps you’ve had too many 
working in another area; perhaps 
you can transfer some of them to 
another building, and save hiring 
more people for your crews. 


continued on page 40 
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Accident Stopper: Protection for Grinders 


UsuaLLy, when you want to clean paint from. steel 
bulletin sections, you heat the back of the sections to 
burn the paint, then use a rotary brush or a disc sander 
to take off the burned paint altogether. 

This process produces a lot of heavy dust particles. 
Workmen who do the job must wear goggles and 





respirators, Sometimes, even with top-notch training 
and good supervision, the men forget or ignore their 
protective equipment. 


portant dust hazard. 


Then, they're exposed to an im- 


Foster & Kleiser Company, a division of W. R. Grace 
& Company, faced this problem at its Phoenix, Arizona, 
plant. Joe Valdez, pictured at the right, found the solu- 
tion. 

Valdez has installed an air jet and a shield on the 
rotary No protective equipment is 
needed. The air jet blows dust particles away from 
the machine operator. 


grinder. other 


The work is done in a shed isolated from other jobs, 
and is a one-man task. That protects others from be- 
ing hurt by flying dust. The shield on the grinder de- 
flects dust down to waist level—further protection in 
case anyone does stray into the isolated area. © © 





wHaT's NEW ar 


SELF- 
ADJUSTING 
INSTEP 
STRAP 


FPW 


FLAME-PROOF 
WASHABLE 


e SANFORIZED 


e ATTRACTIVE 
GREEN 


© SMART STYLING 


New flame-proof, wash- 
able fabric retains its 
flame resistance thru 15 
washings by laboratory 


tests! Longer life cuts 


replacement costs to the 
bone. Sheds sparks and 
light molten splash 


Wheeler F. P. W. coats have double 
thick collars, quick, release snap but 
ton fronts, no raw edges—all hemmed 
or overedged, and liberal overlaps to 
prevent gaps. Adjustable snap cuffs. 
Sizes extra liberal to promote 
movement. Ask for latest flyer! 


tree 


WHEELER PROTECTIVE 





\ new five-fingered reversible asbestos 
glove for use on either hand. Ideal for 
many applications, this glove is avail- 
able lined or unlined styles in Under- 
writer's grade Wheeler weave flame- 
guard treated asbestos. The thumb is 
constructed so that the glove will fit 
comfortably on either left or right hand. 
Strong construction and tough Wheeler 
Weave fabric make for longest wearing 
qualities, 


APPAREL, INC. 


228 West Huron Street, Chicago 10, Illinois 


This new development in Wheeler’s line 
of industrial means comfort 
and safety. The spring tension chain 
strap readily adapts to any shoe and 
eliminates adjusting nuisance. Positive- 
ly positions the flare on the top of the 
shoe to give maximum protection. Does 
not hamper the quick release feature of 
Wheeler leggings, available on con- 
ventional knee length (12” high) and 
also on spats and hip leggings. 


leggings 
egging 


SEND FOR NEW CATALOG 
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to simplify your industrial hearing test program... 


check employee hearing faster, more accurately 


with the 


Bellome 


PORTABLE AUDIOMETER 


Model 9-A, $295. The most widely used audiometer for indus- 
trial hearing conservation programs. Model 9-A is equipped 
with individually equalized double air receivers, instruction 
manual, pad of audiogram cards, plastic dust cover. 


Hearing Conservation Programs play 

an increasingly vital role in industrial safety 
plans. To insure against future excessive 
compensation claims, pre-employment 
hearing tests by scientific audiometric 
methods are a necessity. 


Experts agree that the Beltone Portable 
Audiometer gives industry outstanding 
advantages for testing. Leading companies 
have turned to the Beltone Portable 
Audiometer because it gives them these 
unsurpassed features: 


Model 10-A, identical to 
Model 9-A, except that if is 
equipped with calibrated 
masking tone and bone con- 
duction receiver. Model 10-A, 


$350, 


AUDIOMETERS 


made by the Beltone Hearing Aid Company 


WORLD’S LARGEST EXCLUSIVE MANUFACTURERS OF 
AUDIOMETERS AND TRANSISTOR HEARING AIDS 


2900 West 36th Street, Chicago 32, Illinois 


1. Accuracy—exclusive one tube electronic circuit and 


2. 


single induction coil assure greater accuracy through 
trouble free circuits. 


Ease of Operation —large easy-to-read dials allow oper- 
tor to prepare audiograms quickly, simply, with mini- 
mum amount of effort. 


Weight—only 11 pounds—far less than most previous 
audiometers. 


Low Cost—no other audiometer costs so surprisingly 
little to buy, service, and maintain. 


Mail coupon today for fully illustrated FREE 
brochure, entirely without obligation. Dis- 


cover how the portable Beltone Audiometer 
gives you new advantages for easy, accu- 


SOCSSESECOSSSSESESSSOEOSESSCOOSEE 


. 
SOSSSSSSSESSSESHESESSESSEHH OSHS SESSESEEEEEEEEEEEEEEEEESESEEEESE 


rate measurement of hearing. 


SOHSSHSSSSSSSSSHSHSSSHSHSESESSSSSEESESOEOES 


Send for 

FREE brochure 
that reveals 
all the facts 


cece 


Audiometer Division 
Beltone Hearing Aid Co., Dept. 9-190 
2900 West 36th St., Chicago 32, illinois 


Rush me, free of charge, full information on the Beltone Portable 
Audiometer. 


Name 





Address. 





2 a ————— Sl 


Position__ - a — - 
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UNRIVALED SAFETY AND 
OMFORT IN ICY WINTER WINDS 


STASJAFE NO. 40 COLD 
WEATHER FACE SHIELD 


In 1938 StaSafe perfected the first transparent 
face shield. Now, from StaSafe comes another 
face shield innovation destined to capture the 
imagination of industrial safety men. It is the 
StaSafe No. 40 Cold Weather Face Shield! 

Developed by Kenneth L. Treiber, the Cold 
Weather Face Shield enables men, for the first 
time, to work for long periods in remarkable 
comfort during the cold, windy days of winter. 
In tests at —25° with a 25 mile an hour wind 
blowing, a man worked for 30 minutes, and 
never had the window fog, never gasped for breath 
in the icy blasts, never had the wind sting his eyes 
or face! 

The Cold Weather Face Shield is mounted 
on an oversized headgear for use over a parka 
or stocking cap. For easy adjustment the 
ratchet headgear can be instantly set to any 
one of 32 fractional head sizes. 

The sturdy, easily replaceable acetate win- 
dow unit offers premium protection for face 
and eyes against icy winds and day to day work 
hazards. 

Order a StaSafe Cold Weather Face Shield 
and see for yourself how it keeps workers com- 
fortable and on the job even during winter’s 
iciest blasts. 





HOW THE STASAFE NO. 40 COLD WEATHER 
FACE SHIELD WORKS—Cold air enters through the 
bottom opening (1) and rises inside the window, thus keeping 
temperatures on both sides of the window equal and pre- 
venting fogging. When wearer breathes, he draws air over 
the top of the nose cover (2). The nose cover then directs 
exhaled breath downward (3) and away from the window. 

















Pat. No. 2,758,307 








STANDARD SAFETY EQUIPMENT CO. 
431 N. QUENTIN ROAD, PALATINE, ILLINOIS 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 66, CAL. 
604 BROADWAY 855 EAST 152nd ST. 12921 W. WASHINGTON BLVD. 
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“I see your 
father is a plant 
. 7 
safety director, too 


Make enough inspections to wear 


holes in your shoes, then 











Clean House by Check List 


HOUSEKEEPING FOR INDUSTRY 





DEVELOPMENT of housekeeping check lists tailor-made for 
each department—that’s safety director Fred Lenhardt’s 
prime undertaking at the Chase Brass & Copper Company, 
Cleveland. 

Lenhardt doesn’t believe it makes sense to use a single 
housekeeping check list for an entire factory. 

“In our two Cleveland plants,” he said, “you can go 
from the tube mill to the castings department to the 
shipping department, and what might be satisfactory 
housekeeping in one would be appalling in another.” 

Working out such a system, though, is quite a job. 
It takes knowledge of the operation, conferences with de- 
partment heads, and a questioning mind. After the check 
lists are made up, you have to decide how to grade them. 

To obtain the necessary background, Lenhardt has 
been making even more housekeeping inspections than 
usual lately. An OccupATIONAL HAZArRDs editor accom- 
panied him on one of them and recorded his observa- 
tions. 

Lenhardt pointed to a cylinder lying in a corner near 
a machine: “How that got there is a mystery. It doesn’t 
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even belong in this department, but the need for its re- 
moval is clear enough.” 

A moment later, he had spotted a work table out of 
“That waste 
should be in a waste container. So should that piece of 
cable on the floor.” 


place, with some scraps of waste on it: 


“Just inviting an accident" 


In another department, Lenhardt found three defective 
coils on the floor alongside several small pieces of lum- 
ber: “Just inviting an accident.” 

Within an enclosure guarding several electrical instal- 
lations, we noticed paper cups, an empty cigarette pack- 
age, a cigar wrapper and band: “Someone apparently 
thought, ‘Here’s a nice out-of-the-way place.’ Some people 
will go to any lengihs to avoid putting waste and refuse 
in containers.” Lenhardt gestured toward the several 
waste containers only steps away from us. 

As the tour continued, Lenhardt expressed satisfaction 
with the millwright department, pointing out that odd 
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WHATEVER , 
the JOB... 


There's a -HeeP— | 
Glove that fits it best 


Some work gloves have to resist heat. 
Some should be acid resistant. Others . 
must be anti-slip. Each job makes certain 
requirements of a glove. That’s why 
HOOD makes 29 different kinds — in 
rubber, neoprene and plastic. Among 
them you'll find one that’s best for each 
job in your plant. 

Use Hood’s famous Glove Guide, with 
its “‘wear test’’ performance chart to 
choose the right glove for 
every application. Write to: 

Hood Industrial Gloves, Water- 
town 72, Massachusetts. 


No. PV -96 


Plastic-coated palm. Resists acids, alkalies, oils 
and abrasion. One of 29 different styles. 


Hood Industrial Gloves 
RUBBER + NEOPRENE * PLASTIC INDUSTRIAL GLOVES 
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pieces of pipe were in racks, not on the floor, and that 
a ladder was hung properly—sideways on three sup- 
ports, not leaning perilously against the nearest wall. 

The fork truck department looked good also: “It really 
made a difference when we replaced the floor skids with 
racks in this department. Supplies and replacement parts 
are out of harm’s way now.” 

When we entered the castings department, Lenhardt 
said, “You'll notice plenty of scrap metal in sight here, 
but actually things are in good order. It would be un- 
fair to penalize this department on a housekeeping in- 
spection because things appear a little cluttered up. The 
same conditions in another department, though, would 
justify a poor housekeeping grade. That’s the kind of 
thing I’m trying to work out in these new housekeeping 
check lists.” 

\ fire hose folder had fallen from its wal! mounting: 
“Probably a fork truck backed into it.” Lenhardt con 
ferred for a few moments with the department foreman. 
Then we moved on to shipping and receiving. 

Things looked neat and orderly there. Lenhardt wasn’t 
entirely satisfied, though. 

He took a long look at the railroad tracks within the 
plant: “This railroad dock really gets its share of debris. 
If it weren't that the men policed up this area before 
going off shift each day, we’d be wading in the stuff.” 

He spotted a rake on the floor—prongs up. He picked 
it up, and before leaving collared the foreman to tell 
him about the danger. 


Program administration 


Later, in his office, we talked to Lenhardt about the 
administrative side of Chase Brass & Copper’s house- 
keeping. The housekeeping crew numbers 50-55 for the 
two plants, which employ about 1,700. 

The housekeeping department at Chase is called the 
caretaking department; its members, caretakers. Aver- 
age age of a caretaker is 60. He's probably a former 
production worker, hard-working, reliable, loyal. Death 
is the main cause of turnover. 

A caretaker foreman assigns men to areas and evalu- 
ates their performance. Quotas are meted out informally. 
There are no written standards. 

Caretakers work for individual foremen within the de- 
partment to which they’re assigned. 

“We do this because it’s practical and because it im- 
presses the foreman with the fact that housekeeping con- 
ditions within his department are his responsibility,” 
said Lenhardt, who doubles as training director and em- 
ployee relations chief. “The foreman of today is no longer 
a production specialist. Quality, safety, housekeeping, 
and employee relations are all important parts of his 
job. We want our foremen to have a personal interest 
in the welfare of their workers.” 


Company not satisfied 


Chase Brass people do a thorough cleaning job now: 
but they’re not satisfied. They seek to improve it with 
the use of new housekeeping check lists and regular in- 
spections by committees that include top management. 

Lenhardt says, “We realize the importance of good 
housekeeping both for greater plant safety and employee 
morale. The man who works in pleasant surroundings 
works better, and that pays off for everybody.” © 
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YOUR PAINTERS 


: és 
continued from page 21 





or if there were no air currents, isn't 
mentioned. The safest thing is to 
have your spray painters, even on 
outdoor jobs, wear respirators. The 
Model Code of Safety Regulations for 
Industrial Establishments (Interna- 
tional Labor Office) is very definite. 





Whenever workers are exposed 
to mist and vapors from paint, 
respiratory apparatus which gives 
adequate protection shall be 
placed at their disposal. 


Some respirators come with inter- 
changeable cartridges and __ filters. 
Others are made for 1 or 2 specific 
purposes only. 

You can equip your painter-house- 
keepers with the right protection 
against paint spray without much ex- 
pense. Filters, of course. have to be 
changed now and then; how often de- 


' 
pends on how much use they get. 


| 
Plumbism —lead poisoning—is a There’s a BIG! difference in floor absorbents 


common painters’ ailment. It may | 


show up as lead colic: the painter has 

constipation for several days, then ] 
comes down with severe pain in the Ou rse 

lower abdomen, sweats freely, turns 8 


pale, quite likely vomits. Later, v 


probably after several attacks of this IN YOUR OWN OFFICE, make this simple 15-minute test. Com- 


colic, he may develop wrist-drop pare Eagle-Picher Industrial Floor-Dry to any other floor 


(lead palsy), which paralyzes or gheoshent. 


partly paralyzes both hands and 
mad a he ee in “ ha wad HERE’S WHAT YOU'LL PROVE TO YOURSELF about safe, skid- 
eral other types yalsy, or become . ’ : , E 
’ a oS proof Eagle-Picher Floor-Dry: It’s extremely insoluble, absorbs 
eR more oil and water. It goes further, provides . - 
The danger from lead lies in fumes, I q 8 ne - ' sas ee rovides much greater 
: : “overage. Bete m = , = ~~ o. 
not in contact with the metal itself. a t re ects more ignt, rightens the work area. It’s 
So the best way to prevent lead poson- non-combustible, has no chemical reaction. It lasts longer, 


seriously anemic. 


ing among your painters is to see saves you money! 
that they have respirators and use 
them. Lead poisoning, with all the 
symptoms weve mentioned, has EAGLE 
shown up among painters in a few 
cases even when spray painting wasn't Since 1843 
involved, @ @ 





Banner year... 


On-the-job injuries in the state 
= ee Pa } : ; 

of California dropped Sih in WRITE TODAY. Our Eagle-Picher rep- 
the first half of 1958 as compared ° ; Th, 
to the corresponding period of resentative will bring the portable 
1957, the California Department laboratory to vour office where 
of Industrial Relations reports. 
Total for the period, 66,658 as pas i : 
compared to a figure of 72,587 the Eagle-Picher Company, 
for the first half of 1957. If this Cincinnati 1, Ohio. 
record was maintained during the 
last half of the year, it means the 
lowest injury rate in California 
history. 


you may make thus test yourself. 
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4-POINT PROGRAM 
WHY RISK A TRAFFIC walindi ta eS 
ACCIDENT IN YOUR PLANT? 





The chief confers with top manage- 
ment, outlines his program, asks for 
strong backing, then calls a meeting 
of brigade members. A management 
representative should attend. 

At the meeting, the chief makes 
sure that all his men are enthused 
about brigade work. He gives them 
a detailed rundown on the program, 
assigns individual duties. 





























KLEAR-VU SAFETY MIRRORS are the answer to the dangerous blind 


corner problem in your plant or warehouse. They are also adaptable for outdoor 


Once the program is estab- 
use in your parking lot, loading dock area or other points where traffic converges. 


lished, the chief must see that activi- 
Mounted at cross aisle intersections, entrances and exits at a height of 8 to ties move briskly and interestingly. 
10 feet, Kiear-Vu Safety Mirrors clearly refiect oncoming intersection traffic to 
both power truck operators and pedes- 

Style . Dimensions 


Circular Convex Glass 12” dia. trians. j 
Circular Convex Glass 18” dia. Membership .. . 
Circular Convex Glass 240 24” dia. 


Circular Convex Glass 300M.R.* 30” dia. Available in either convex or flat Membership i the Ohio Fire 
Circular Convex 360M.R.* 36” dia. : mar : : 
Flat Glass Rectanaular 918 9x18” glass styles, the mirrors are easily in- Brigades Association is restricted 


Flat Glass Rectanaular 16x24” stalled and quickly adjustable to any to those interested in industrial 


©M.R. indicates metal rim. desired angle. fire protection. Dues are $10 a 
Special sizes made to order, Polished fiat metal mirrors available. year. The group was organized 


Otherwise, apathy will set in, and 

















under the sponsorship of several 


LESTER L. BROSSARD Co. large industrial and insurance 


companies. 
540 N. MICHIGAN AVE., CHICAGO 11, ILL 





that’s fatal. He must keep members 
fire-conscious with drills, inspections, 





round-table discussions, using and re- 
charging extinguishers. The group 
» is should be small enough for 100% 
|. aa participation, should have no wall- 

~~ flowers. Once or twice a year, fire 


Safe and Practica/ 


NALGENE 


brigade members should be gathered 


BOWE, KaprPlaps 1\ 4 together socially under company au- 
PREVENT ACCIDENTS 9 "ihe lit sever cen ela. Dos 


This new bottle carrier was developed for ‘Liz : much depends on him. He must 
one of the nation’s largest industrial f ge keep up with his reading; tap official 
plants to overcome breakage problems Be “gi \ > association sources and fire protec- 
that occur with canvas tion magazines for the latest develop- 


or leather carriers. ments in fire-fighting; get manage- 


Up to now carriers were ment’s permission to join city, state, 
required for safety measures only 
to contain broken bottles and , ; 

, Most important, the chief must 
their contents... k nf | | ; vi 

, : y : ere , — 

but the new NALGENE carrier eep informed on changes Invo ving 
actually prevents the breakage! r solvents and methods of operation in 
Not a single bottle ve his plant so that he can adapt his 
broken in over a year's fire protection program to new needs. 
use ... heavy use... ee 
tested and proven at the 
plant* that made 
the specifications. Atomic safety ... 

The U. S. Atomic Energy Com- 
mission reports that a_ reactor 
safety fuse, _which automatically 
y : The NALGENE CarRIER ts a thick-walled con- shuts down high ewe nuclear i 

Wy \ tainer for 1-gallon bottles. It has a heavy wire search reactors, if operating con- 

4 . handle sealed in plastisol and secured to in- trol is lost, has been designed, 

| j | j me P tegrally molded-on ears. A snap cover holds built, and successfully tested for 
ROCHESTER OO NEW YORE bottles firmly in place. the AEC by Atomics International, 


$15.00 each, less quantity discounts a division of North American 
Aviation, Inc. 


and national fire protection groups. 





Ask your dealer for catalog 


*name on request 
WORLD'S LARGEST PRODUCER OF POLYETHYLENE LABORATORY WARE! 
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warmth down 


When temperatures drop, acci- 
dents and colds climb. Absenteeism 
mounts. Outdoor workers lose effi- 
ciency. Here are two ways to beat 
the problem: two safety boots that 
keep feet warm and snug. The 8-inch 
moccasin boot was so popular last 
winter that we added another 8-incher 
to the line. At left, the new S-4137, 
plain toe with cushion crepe wedge 


sole bottom. S-4135, at right, has 
moccasin toe with oil-resistant Neo- 
cork sole and heel. Both are fully 


insulated, Quilon®-tanned for water 


and chemical resistance. Both are 
fully leather-lined, with cushioned 
insole and storm welt. Steel toe box. 
of course. Send coupon for details of 
our complete safety shoe line. And 
for set of free safety posters, too. 


Thom McAn 


SAFETY SH oO ES A Division of Melville Shoe Corporation 
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to here 





Thom McAn Safety Shoe Division, 25 W. 43 St., N.Y. 36 


Gentlemen: Please send me the following at once 


(Check service required) 
of Thom McAn’s Special In-Plant Fitting Plan 
trated list of Thom McAn Safety Shoes 
{ safety posters 


Details of Thom McAn’s “Spe 


al Design” Safety Shoe 


Name 


Positior 





Firm 











r 
I 

! 

i 

I 

I 
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1 

! 

! 

I 

! 

! y 
Address of nearest Thom McAn Safety Shoe Store 
! 

! 

1 

1 

I 

I 

| 

I 

l 

I 
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as + °° 


gromaralite> That's the reason for Woida’s first 

xazes question: What needs to be done 
about floor care? Many times, com- 
panies have wasted money in plant 
cleaning because they haven’t both- 
ered to learn what cleaning is nec- 
essary. More often, they’ve wasted 
money because they didn’t buy the 
right equipment and materials for 
the particular floors they had. 


The second question —Why does 
it have to be done?—marches with 
the first. Allis-Chalmers maintains 
2-million square feet of shop floors 
with not more than 36 workers and 
2 power sweepers at its Milwaukee 
plant; it can do so only because it’s 
@eee6e08600 studied the need for every housekeep- 
®@ Explosion-Proof 

Lights 


ing job. 

All floors in the plant get daily 
sweeping. That’s generally enough, 
even though the plant has all the 
usual dirt from all the usual heavy 
machine shop operations. 

Only now and then, as it’s defi- 
nitely necessary and only where it’s 
necessary, plant housekeeping crews 
use floor machines to scarify wood 
block and concrete floors. That, Allis- 
Chalmers has found, is the quickest, 
most efficient way to get off built-up 
grease and soil. 


NOW AVAILABLE: 


@ for hazardous areas 

1. Specification Sheets with complete data @ where vapors, gases, 

2. Consultation Service to help plan your protection ee” Gott Qrecivde use 
& 


of standard units. 
3. Complete catalog of over 100 Carpenter-Lights Send for details. 








This kind of job scheduling results 
from asking, “Why?” If scarifying 
isn’t really needed every month or 
every other month, why do it? If 
you don’t have to wet mop office 
floors daily, why do it? Your own 
situation—the kind of work you do 

the amount of traffic you carry on 
your floors—even the climate—will 
have to determine the answer to his 


with modern — why. 
DOLGE Fungicides Gi How should a given housekeeping 


job to be done? That, too, must get its 
answer through your study of your 
own situation. At  Allis-Chalmers, 


DUSTING Alta-Co Foot Powder on the feet and scarifying wood block and concrete 
inside shoes floors was how; but maybe your 


FOOT BATH Alta-Co Powder dissolved in water floors are different, and maybe—even 
for grou vient laceix if they are wood block or concrete— 

group prophytaxi your floors are so cluttered up by 
FLOOR WASH H.D. Fungicide diluted in production equipment that scarifying 


- 300 parts water— mop on floor ; machines won’t work well for you. 


ah: How wide are your plant aisles? 
aeeneaiiinn How many aisles are there? Do you 
Write for Booklet on Athlete’s Foot Control wy LGE have goc d-sized open areas? Can a 
te floor machine or mechanical sweeper 

operate efficiently in this section or 
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that? Will brooms or mops be needed 
because there isn’t enough space for 
machines to do all or a big part of 
your flcor-cleaning? Will one area 
in the plant take special treatment? 
You'll have to answer a lot of ques- 
tions before you can know surely that 
you have the right tools for your 
plant housekeeping. You'll have to 
test both equipment and supplies. 
One plant used a line-marking ma- 
chine to set off storage and other 
special floor areas. It bought a paint 
supposed to be fast-drying and long- 
lasting. In the shop where the new 
paint was tried, a welding spark set 
fire to the first line the machine laid 
down. Now, the plant sees that every 
cleaning or line-marking material 
tested by its safety department be- 
fore the material is put to use in the 
shop; tests look into fire hazards, 
toxicity, and possibility of dermatitis, 
as well as into anything else that may 
afiect worker and plant security. 


When should a floor cleaning job 
be done? That's a little like asking. 


“How high is up?” You can spoil 





Fire causes... 


The Fire Equipment Manufac- 
turers’ Association traces the ma- 
jority of industrial fires to four 
causes: open flames and high 
temperatures; friction; electricity; 
chemical reactions. 





floors by too much cleaning. On the 
other hand, you can breed accidents 
and injuries if you don’t clean floors 
often enough. 

There’s another question, too, in- 
volved in this matter of when: “When 
will your housekeeping operations 
interfere the least with regular pro- 
duction?” A lot of plants have their 
crews clean floors only during the 
third shift; others have found that, 
with their particular conditions, they 
can save premium pay for night work 
by having crews do daytime cleaning. 
Still other companies have house- 
keepers on the job around the clock, 
because of special dangers from the 
raw maierials used in manufacturing. 

As you try to find your own an- 
swer to when, remember that between 
90 and 95 per cent of housekeeping 
costs go into wages. The fewer jobs 
you do unnecessarily and the less 
premium or overtime pay you lay 
out, the better, as long as you main- 
tain a safe minimum standard for 


your housekeeping. Yet in some cases 
you may find that doing a job often, 
or paying premium wages for night 
work, still will save money because 
it doesn’t slow production. 


Who should do your housekeep- 
ing? If you have a good-sized house- 
keeping staff, that may make quite 
a difference. If you have a 1- or 2- 
janitor staff, the question won't 
trouble you, at least not so much. 

Which housekeeping jobs involve 
heavy work? Which ones can women 
handle easily? Can this man stay on 
his feet a full shift, or should he be 


used to operate a self-powered ma- 
chine that lets him sit down while 
he works? Have these crews been 
trained for a particular kind of clean- 
ing job, and will the training be 
wasted if they’re shifted to another 
floor or building? 

You need to know whether your 
people are healthy and strong enough 
to clean floors well. It’s not an easy 
job. Plant housekeeping isn’t a WPA 
project; a lazy or semi-invalid man 
can’t lean on a broom handle while 
he smokes a cigarette, and still get 
your shop as spick-and-span as it 
should be. @ © 








Workers 
willingly wear 
comfortable 
knit-cotton. lined 


PIONEER 


Liquidproof Gloves 
All Day 


z 


NL-34 NL-42 NL-52 


VL-34 NS-35° 
Pioneer Knit-Cotton Lined Gloves with Non-Slip Grip 


— “Mail This Coupon Today~ — 
The PIONEER Rubber Co. | 
738 Titfin Read + Willard, Ghie l 
Please send me: 


1958-59 Ploneer 
Industrial Glove Catalog 


17" x 22°" Full Line 
Glove Wall Chart 


Job Description Form For 
Free Hand Protection 
Analysis (Lined) 


Firm. 





Style Material 


Weight Color 





Lining Length 





Stanzoil NL-34 
Stanzoil NL-42 
Stanzoil NL-52 Neoprene Heavy 
Stonflex VL-34 | Pylox 
Stanzoil NS-35 


Neoprene Light 


Neoprene Heavy 





Medium Red 











Neoprene Light | Red 


Blue ‘Black 
Blue /Black 
Blue / Block 





Knit Cotton 10"%” 
Knit Cotton = 
Knit Cotton Ta" 
Knit Cotton 10% Ms 


Cotton Flock*| 102” | 





EE 








™ PIONEE 


Rubber Company 


238 Tiffin Road, Willard, Ohio 


Zone State. 


Requested by 


| 
| 
| 
| 
| 
a | 
— 
| 
edt 
| 
| 
| 





| 
| 
| 
| 
| 
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Exception Made to 
Standard Rule 


HARSHALL A. Brown was a checker in an orchard. He 
checked the baskets of fruit picked by each apple picker, 
tagged each basket and punched the tag so as to indicate 
the picker. He got an hour off for lunch, and usually 
drove to his home in Vincennes, Indiana, only a mile 
away. 

On September 29, 1950, Brown drove home at noon for 
lunch. At 12:45, he left his home to return to the orchard. 
He turned into the orchard driveway and approached a 
point where the Baltimore & Ohio Railroad tracks crossed 
orchard property. He drove in front of a train, and was 
instantly killed. There was no flasher signal installed at 
this crossing on the private drive. 

Brown’s dependents claimed death benefits. His em- 
ployer argued that: 

1. Brown could have approached the orchard by 
another road which had a flasher signal installed at the 
railroad crossing: since he didn’t, he created the hazard 
himself, and the accident therefore was not incidental to 
his employment. 

2. The death occurred during Brown’s lunch hour, 
and he therefore was not in the course of employment. 

3. The accident occurred while Brown was returning 
to his place of employment, and under the going-and- 
coming rule he was not in the course of employment. 

The Appellate Court of Indiana dismissed the first 
contention without much comment. As to the second and 
third contentions. the court said Brown was only 40 feet 
from the orchard when he was struck by the train, and 
the accident occurred only a few minutes before he was 
supposed to report back to work. Further, considering 
the time and the authority he had to use the driveway, 
Brown was within the course of his employment at the 
time of his death. 

Claim allowed. 


Reed v. Brown: Appellate Court of Indiana, August 13, 
1958. (152 N.E.2d 257.) 


Injured Preparing 
For Work 


UnpeR ALABAMA law, compensation is granted “when 
personal injury or death is caused to an employee by an 
accident arising out of and in the course of his employ- 
ment.” 

The American Bridge Division of the U. S. Steel 
Corporation said that no such accident occurred in the 
case of the claimant, Wesley M. Martin. 

Martin began work at 8:00 a.m. Prior to going on 
duty, he changed clothes in a locker room provided by 
the employer and located on the job site. Martin and a 
witness testified he had slipped while changing his 


42 


(RiGee OFF THE DOCKET 
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clothes. Other witnesses testified there had been no 
noticeable occurrence or accident. Whatever the cause. 
Martin was stricken suddenly with a violent pain in the 
back. There was no proof that he had ever had such a 
pain before. 

Evidence revealed the locker room floor had been wet 
and that as Martin reached for his clothes, he fell against 
a bench, immediately felt pain in his back, and was 
taken to the hospital in an ambulance where he was 
treated for a back condition. The weight of the evidence 
indicated that Martin probably get a “catch in his back.” 

The employer argued that Martin’s injury did not 
arise out of and in the course of his employment. 

The Alabama court disagreed, ruling that under 
Alabama law, if an employee is doing work or per- 
forming a service he was engaged to do or perform or 
was performing an act related to such work or service, 
the act is considered in the course of his employment. 
Martin’s preparation for work fell within that category. 

Claim allowed. 


U. S. Steel Corp. v. Martin: Supreme Court of Alabama, 
June 26, 1958. (104 So. 2d 475) 


Did He Fall During 
The Course of Employment? 


LottiE ALvis said her husband’s death was incidental to 
his employment and she should be awarded death bene- 
fits. 

Her husband, Edward, was a truck driver for Southern 
Motor Lines Company of Richmond, Virginia. He died 
October 11, 1956, in Columbus, Georgia. His work re- 
quired him to be in Columbus and to remain there over- 
night. 

Alvis arrived in Columbus with a load of eggs from 
Nebraska. When the eggs were unloaded, he was to pick 
up a load of peanuts bound for Nebraska on Friday the 
12th. As was customary, he telephoned his employer to 
say he was staying at the Rankin Hotel. He asked that 
expense money be wired him. The money was forwarded 
the same day. He was seen by hotel employees several 
times on the 11th, and was last seen by the night clerk 
that evening when he paid for his lodging. 

The next day, the hotel manager entered Alvis’ locked 
room after first working out of the keyhole the key on the 
inside. Alvis’ personal belongings were in the room, and 
it was found that a screen intended for one of the windows 
had been removed and placed against the wall. The screen 
bore evidence of having been pried at one corner. It was 
replaced by the manager, who found nothing unusual in 
its being out of place. The window overlooked a narrow 
light well. 

The employer’s first knowledge that anything was amiss 
came on Monday, October 15, when a telephone call from 
the Nebraska consignee complained that his peanuts had 
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not arrived. Another complaint the next day led the em- 
ployer to call the hotel; Alvis’ body was discovered in the 
light well beneath the third-story window of his room. 

The coroner’s report indicated Alvis died as a result 
of an acccidental fall. 

The night of October 11 was extremely warm. Hotel 
guests frequently removed screens from windows to ad- 
mit more air. A representative of the employer testified 
that Alvis’ accounts were in proper shape, that there was 
nothing to indicate that he did not intend to pick up the 
load of peanuts on Friday or that he would have taken 
his own life. 

Mrs. Alvis presented a letter from her husband written 
October 11 on hotel stationery; it stated he was leaving 
for Nebraska the next day, and expressed the hope he 
would be home late the following week. 

Alvis’ employer argued that, although the death was 
accidental, Mrs. Alvis failed to show that her husband 
died as the result of an accident arising out of his em- 
ployment. 

The court did not agree. Alvis had to be away from 
home and away from his employer’s principal place of 
business. His safety, and the safety of his cargo and of 
other travelers, required that he be rested and alert. A 
hotel room had been provided by his employer to let 
him rest. Thus, Alvis was at the time of his death en- 
gaged in his employer’s business. His death resulted from 
a risk incidental to his employment. 

Claim allowed. 

Southern Motor Lines Company v. Alvis: Supreme 


Court of Appeals of Virginia, September 10, 1958. 
(104 S.E.2d 735) 


continued on page 60 





Shuts Doors, Windows, Stops Conveyors, 
Sounds Alarm..... f 


A fire! Detector “triggers” 
entire system... 





EXTINGUISHING SYSTEMS 


Where fire hazards are severe and 
access limited ... play safe! Be 
ready and secure with a fast action 
Randolph Automatic Fire Extin- 
guishing SYSTEM! 


Write today for Randolph’s 
free FIRE HAZARD INDEX 
listing equipment safeguards for 
580 typical fire hazards. Randolph ed 
Laboratories, Inc., 1465 Frontage 
Road, Northbrook, III. “CYCLONE” nossles 

flood entire room with 


ruth@eaars 
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Doors and windows 
close, conveyors stop... 











INHIBIT 


DERMATITIS 


AND OTHER ANNOYING 
SKIN INFECTIONS WITH 


ALL PURPOSE SKIN CLEANSER 


WITH EFFICIENT DISPENSERS Port- 
able and Stationary Throughout 
Your Plant 


Recognized throughout industry as a super- 

ior, heavy duty paste-cream antiseptic 
skin cleanser, VI-LAN fortified with Lan 
Act 12, is properly dispensed with portable 
and stationary dispensers conveniently 
placed on work benches, service trucks, 
oil rigs, laboratories, store rooms, work 
carts, lavatories, and in EVERY WASH 
ROOM. 


Used WITH OR WITHOUT WATER, Vi- 

Lan removes greases, oils, paints, tars, 
acids, asphalt, pipe dope, rubber, etc., in- 
hibits dermatitis, and serves to eliminate 
a hours and expensive compensation 
cialms. 


It drastically reduces hand-cleaning costs 

and removes stubborn soils in less time 
than conventional soaps and detergents. IT 
DOES WHAT SOAP CANNOT DO and its 
lanolin. content preserves natural skin qual- 
ities. 


No. 50 


Write for descriptive folder: “Keep Their 
Hands Clean and Germ Free.” 


DAMERON 
ENTERPRISES, INC. 


427 South 20th Street 
Louisville 3, Kentucky 


Circle No, 36 on reader service card for more information 





SAFETY LIBRARY 


books and films 


FILMS: 


The Doctor Examines Your Heart. 
l6mm, 10 min., b&w. This film, made under 
the supervision of the American Heart 
Assoc., is intended to dispel unnecessary 
fears about heart trouble. It stresses the 
importance of regular physical check-ups. 
May be purchased ($60, including TV 
rights) or rented ($3.50 for one day and 
$1.75 for each following day) from Bray 


Studios, Inc., 729 Seventh Ave., New York 
9; MY. 


Knowing’s Not Enough. 16mm, color. 
The theme of this movie is that too many 
disregard though 
they’re aware of them, because they feel 
that accidents happen to the other guy, 
not to them. The folly of such thinking is 
exposed in the story. Produced by U. S. 
Steel Corp. Available on a free-loan basis 
from Wilding Picture Productions, Inc., 
1345 Argyle St., Chicago 40, III. 


people hazards even 


Aluminum Welding . . . Different, 
Not Difficult. 16mm, color, 33 min. The 
movie shows that aluminum is easy to 





4h 


YOUR PLANT CAN BE SAFER! 


S 


AND INSTALL 


EMERGENCY 


EYE-WASH 
FOUNTAINS 





MODEL 8930: 
basic eye-wash fountain, one 
of numerous models. 


Many workers use Haws Eye- 
Wash fountains daily —as a 
convenient way to thoroughly 
cleanse and soothe the eyes 
after exposure to dust, dirt or 
glaring heat. 








Immediate first-aid for eye-accidems! FOR 
SHOPS, FOUNDRIES, LABORATORIES, FAC- 
TORIES — wherever eyes are exposed to 
danger. HAWS Emergency Eye -Wash Foun- 
tains have special fountain heads that send 
controlled streams of water into the eye, 
flushing away chemicals or other foreign 
particles — saving vital moments until mad- 
ical aid arrives, possibly avoiding perma- 
nent injury. A complete safety installation 
includes the HAWS Eye-Wash Fountain 
combined with HAWS Drench Shower unit 
for contaminated bodies. Protect your 
workers! 


WRITE TODAY FOR FREE ILLUSTRATED FOLDER 





DRINKING FAUCET CO. 


1443 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
Manufacturers of complete lines of drinking fountains, 


faucets, electric water coolers, parts and accessories. 
Circle No. 38 on reader service card for more information 





join by welding, brazing, or soldering and 
illustrates the techniques in doing so safely 
and efficiently. Available on free-loan basis 
from Reynolds Metals Co., Advertising 
Distribution Center, Richmond 18, Va. 


Your Richest Gift. 16mm, color, 10 
min. Proper eye care and 
through wearing glasses and safety gog- 
gles are featured in this film. The gravity 
and costliness of eye injuries are empha- 
sized dramatically. Purchase ($110) from 
H. V. Gardner, Director of Safety, Owens- 
Illinois, Toledo 1, Ohio. 


protection 


Paper in Industry. 15 min., sound, 
slidefilm. Narrated by John Cameron 
Swayze, this film shows applications of 
paper wipers that have resulted in savings, 
higher safety standards, and better main- 
tenance. Produced by Close & Patenaude, 
Philadelphia, Pa. Available from Scott 
Paper Co., Industrial Packaged Products 
Div., Front & Market Sts., Chester, Pa. 


BOOKS: 


Standards on Incinerators. NFPA 
No. 82. 24 pp., 50 cents. This standard 
covers changes in construction, design, and 
installation of incinerators. It was pre- 
pared by the NFPA committee on chim- 
neys and heating equipment. Published by 
National Fire Protection Assoc., 60 Battery- 
march St., Boston 10, Mass. 


Industrial Motion Pictures. 76 pp.. 
50 cents, The book tells the industrial pho- 
tographer how to produce low-cost films. 
Explains the difference between a_ still 
picture and a movie production and out- 
lines planning, writing, shooting, editing. 
processing, and titling of an industrial mo- 
tion picture. Published by Eastman Kodak 
Co., Rochester 4, N. Y. 


Your Future — Keep It Clean. 
Minimum order 50 copies; 5.2 cents each, 
with a 10% discount for National Safety 
Council members. This cartoon booklet 
focuses on the advantages of good house- 
keeping in preventing accidents. Published 
by National Safety Council, 425 N. Michi- 
gan Ave., Chicago 11, IIL. 


Atomic Radiation. 110 pp., $1.60. This 
book explains the theory, biological haz- 
ards, safety measures, and treatment of in- 
juries relating to atomic radiation. It has 
been accepted as a basic reference by the 
Science Teachers’ Summer Institute, Oak 
Ridge Institute of Nuclear Studies, Inc., 
Oak Ridge, Tenn. Published by RCA Serv- 
ice Co., Radio Corp. of America, Camden 
8, N; y. 


Standard Z24,.22-1957. 
50 cents. This booklet consists of practical 
standards for measuring the effectiveness 
of ear protectors in screening out noise. 
Published by American Standards Assoc., 
70 E. 45th St., New York 17, N. Y. 


American 
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SAFETYMAN’S CALENDAR 


events to attend 


Industrial Safety Seminar. 
sity of Tennessee, Knoxville, Tenn., Jan. 
22-23. Information: Roy F. Center, Jr., co- 
ordinator of conferences, U.E. Bldg., Univ. 
of Tennessee, Knoxville, Tenn. 


Univer- 


10th Plant Maintenance & Engineer- 
ing Show. Public Auditorium, Cleveland. 
Ohio, Jan. 26-29. Exhibits, nearly 400 of 
them, will be devoted to demonstration of 
equipment and products designed to keep 
plants and machinery in operation.  In- 
formation: Clapp & Poliak, Inc., 341 Madi- 
son Ave., New York 17, N. Y. 


9th Annual California Governor's 
Industrial Safety Conference.  Bilt- 
more Hotel, Los Angeles, Calif.. Feb. 5-6. 
Information: Michael Flagg, coordinator, 
Governor’s Industrial Safety Conference, 
965 Mission St., Room 400, San Francisco 
3, Calif. 


38th Annual Massachusetts Safety 
Conference & Exhibit. Hotel Statler- 
Hilton, Boston, Mass., March 16-17. 


In- 
formation: Bruce 


Campbell, manager, 
Massachusetts Safety Council, 54 Devon- 
shire St., Boston 9, Mass. 


6th Annual Western Safety Congress 
& Exhibits. Ambassador Hotel, Los An- 
geles, Calif., March 23-25. Information: 


Here’s a timely opportunity to further your 
knowledge of the latest in equipment and tech- 
niques in fighting industrial fires. Attend the 
1959 session, American LaFrance Industrial 

Snuffing @ gasoline fire Fire School, to be held at our experimental 
with Carbon Dioxide testing grounds near our plant in Elmira, N. Y. 





Greater Los Angeles Safety Council, 3388 
W. 8th St., Los Angeles 5, Calif. 


TT PARTICIPATE IN DEMONSTRATIONS 


You will use all types of portable extin- 








7th Annual Safety Congress, Eastbay 
Chapter, National Safety Council. Ho- 
tel Claremont, Berkeley, Calif., April 7-8. 


Information: Eastbay Chapter, National 
Safety Council, 1322 Webster St., Oakland 
12, Calif. 





guishers on live fires . . . participate in class 
discussions ranging from fundamental elements 
of fire protection to the most up-to-date meth- 
ods of equipment use. You will also be in- 
structed and participate in demonstrations of 
fixed (piped) carbon dioxide, chemical foam and 
airfoam systems. 

There ore Wagan aeamienens Bring your special problems with you. Time 
answer sessions P, 





29th Annual Safety Convention & 
Exposition. Hotel Statler, New York, 
N. Y., April 13-17. Information: Edward 
\. Fullarton, exhibit chairman, Greater 
New York Safety Council, Inc., 60 E. 42nd 
St., New York iz, fu ¥. 


29th Annual Michigan Safety Con- 
ference. Civic Center, Lansing, Mich., 
April 14-16. Information: J. R. Stone, 
safety director, Oldsmobile Div., General 
Motors Corp., Lansing, Mich. 


Central New York Safety Conference 
& Exposition. Syracuse, N. Y., April 20- 
22. Program covers a wide range of in- 
dustrial safety problems. 





Information: 
William G. Smith, chairman of exhibits, 


is provided for individual discussions of your 
plant fire protection situation. Opening date 
for the first 3-day session is May 12th. Attend- 
ance is free, lunches are provided. 


Many plant fire departments 
tell us our school is the finest 
of its kind anywhere. We'd 
be happy to have you join us 
You can get full information 
and reservation blanks from 
our Representative, or, 
write for Brochure 
No. AD20005. We sug- 
gest you move fast. 
Classes are limited to 
25 persons each session. 


AMERICAN |AFRANCE 


TERLING PRE 


Fog or Foamite . . . everyone 
has his chance 











Central New York Safety Conference & 
Exposition, The Nestle Co., Inc., Fulton, 


N,. ¥. 
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ELMIRA, N.Y. U.S.A 


Learning about dry chemical, in Canada, LaFrance Fire Engine and Foamite, Ltd., Toronto, Ont 


by using it 
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Circle No, 40 on reader service card 


ST CHOICE of 
SAFETY 
DIRECTORS 


OUISVILLE 


Aluminum 
LADDERS 


Recognized by the nation’s 
top safety directors as first 
in safety factor. Louisville's 
complete line of aluminum 
ladders, planks, and stages 
meet or beat all 
standards 


codes, 


BUILT-IN stated 


Exclusive Lowisville \Y 
“boss’’ rung-to-rail . 
assembly insures a 

against ladder sway Ae) 
and rung turning and 

loosening. Ask your 

Louisville distributor 

to demonstrate. 


Several distributorships open. 


Interested parties write us direct. 


FOUISVILLE 


LADDER COMPANY 


0} West Ook Louisville, Kentucky 





Lee Sonic EAR-VALVS 
Eliminate the HARMFUL 
Effects of NOISE to 
The EAR DRUMS... 


A FREE 30 Second Demonstration 
will PROVE this BEYOND QUESTION 
We GUARANTEE THAT! Remember 
they are NOT EAR PLUGS! they are 


scientifically developed sound controls that 
protect the ear drums without interfering 
with normal conversation or sound. We'll 
gladly send you a pair for actual demonstra- 
tion. THEN you will find out why they are 
recommended and used wherever NOISE is 
a HAZARD and a deterrent to normal produc- 
tion. Send for your demonstration pair TODAY 
on company letterhead. No obligation to pur- 
chase. 


SIGMA ENGINEERING COMPANY 


1491 Vine St., Dept. JI, Los Angeles 28 Calif 
Circle No. 41 on reader service card 
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USEFUL LITERATU 





























To obtain any of the free literature or samples mentioned 
here, circle the correct number on the Reeders’ Service Card 
and mail the card to us. No postage is needed. 


Floor machines and commercial vacuum 
cleaners are highlighted in a new catalog, 
containing specifications on each model in 
the line. Published by General Floorcraft, 


Inc. 


Circle No, 130 on reader service card 


Oxy-Leak provides a quick and positive 
way to test for leaks. This solution is non- 
flammable, non-toxic, non-explosive, and 
non-corrosive. Details on the product, in- 
cluding prices, are contained in a new 
bulletin. Published by Oxygen Equipment 
& Service Co. 
Circle No. 131 on reader service card 


This disinfectant cleaner kills germs, 
disinfects, sanitizes, cleans. Complete de- 
tails are contained in a new bulletin which 
praises the product for its economy and 
ease of application. Published by The Cel- 
lowax Co. 


Circle No, 132 on reader service card 


“Fire Hazards Guide” is a comprehen- 
sive booklet which tells you the type of 
extinguisher best suited for various kinds 
of materials. This guide is an invaluable 
reference source for your fire-protection 
library. Published by Buffalo Fire Appli- 
ances Corp. 


Circle No, 133 on reader service card 


Industrial dust control and use of Flex- 
aust hose and Portovent ducts in conjunc- 


tion with it are covered in a new bulletin 
(No. 82) which deals with applications of 
the products and their prices. Published 
by Flexaust Co. 

Circle No. 134 on reader service card 


Self-adhesive marking materials—pipe 
markers, cable and wire markers, aisle- 
marking discs, danger markers, and safety 
slogans—are covered in detail in new liter- 
ature. Price lists are included. Published 
by PeeCee Tape & Label Co. 

Circle No. 135 on reader service card 


Fume hoods with automatic 3-way safety 
sash controls are described and illustrated 
in a new bulletin. Safety men with labora- 
tories as part of their responsibility will 
be particularly interested in it. Published 
by Laboratory Furniture Co., Inc. 

Circle No, 136 on reader service card 


Industrial vacuum cleaners are re- 
viewed in a new booklet. The heavy-duty 
models remove dust, dirt, and litter effi- 
ciently and economically. They can also 
be used to reclaim, process, and convey 
materials, the booklet says. Published by 
Invincible Vacuum Cleaner Mfg. Co. 
Circle No. 137 on reader service card 


Selection of power-driven pumps is the 
theme of revised bulletin No. 20. A wide 
variety of applications is covered. Eight 





HALCO QUALITY 


FIRST AID KITS 


Since 1922, we have been manufacturing 


both Unit and Industrial type First Aid Kits. 


From the many standard 


combination Kits 


available, there's a HALCO First Aid Kit 
suitable for any purpose! All HALCO Kits are 
made under the most rigid specifications and 


Unit Kits must conform 


Spec. GGK39a. 


in full with Govt. 


Write for full information and the name and 


address of the dealer nearest you! 


Unit Type 


Se 


Industrial Type 


E. HALPERIN CO., INC. BOSTON 18, MASS. 


“YOUR SAFETY — OUR BUSINESS" 


Circle No, 42 on reader service card for more information 
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Circle No. 43 on reader service card for more information 


A 


Nas introduced a new line of dry fire extinguishers. We call them “D” 


yole have worked hard to 

lar for dollar, that you car 

to demonstrate their 

effectiveness ...to point out the precision engineering and craftsmanship that goes into every 


unit. Write for our new catalog or an appointment with a fire protection consultant 
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REFRIGERA 
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ANSUL CHEMICAL COMPANY / MARINETTE, WIS. FIRE EXTINGUISHING EQUIPMENT / INDUSTRIAL CHEMICA REFR 











Fendall’s Astounding New 


MULT er UT 


gives better 
fit than 


conventional 


bridge sizes 


SIMPLIFIES 


SAFETY -SPECTACLE 
FITTING PROBLEMS 


REDUCES 


SIZE AND COST OF 
GOGGLE INVENTORY 


IMPROVES 


WORKERS’ ACCEPTANCE OF 


SEND FOR EYE-SAFETY PROGRAMS 


COMPLETE DETAILS 


FEN A PR Du< FEND A HAZARDS 


FENDALL COMPANY 


4513 N. LINCOLN AVENUE, CHICAGO 25, ILLINOIS 
Circle No. 44 on reader service card for more information 


primary factors influencing pump selection 
are listed. Various mounting styles and 
drive units are also discussed. Published 
by Blackmer Pump Co. 


Circle No. 138 on reader service card 


Recommended plant maintenance clean- 
ing procedures are outlined in a booklet 
which covers over 60 industrial cleaning 
tasks and tells what cleaning materials and 
equipment to use and how to go about the 
cleaning job most effectively. A section is 
also devoted to the cleaning characteristics 
of various products in the Oakite line. Pub- 
lished by Oakite Products, Inc. 


Circle No, 139 on reader service card 


Floor cleaning equipment discussed _ in 
a new 20-page catalog includes an inter- 
locking gear mop wringer, mopping out- 
fits, and a wide range of mopping ac- 
cessories. The catalog has tips on how to 
increase cleaning speed and_ efficiency. 
Ways of taking proper care of mop wring- 
ers are cited. Published by Geerpres Wring- 
er, Inc. 


Circle No. 140 on reader service card 


“Pallet Handling in Narrow Aisles” is a 
24-page booklet which tells you the labor- 
saving advantages of unit load handling, 
the use of air rights, and the space-saving 
benefits of narrow aisles in warehouses. 
The various types of trucks available for 
narrow aisle use are illustrated, and their 
dimensions and modes of operation de- 
scribed. Published by. Raymond Corp. 


Circle No, 141 on reader service card 


Electric controls that provide adjustable- 
speed operation of d-c motors from a-c 
lines combine the convenience of a-c power 
with the excellent starting characteristics 
and good regulation of d-c-shunt and 
compound-wound a new booklet 
tells us. The controls, the booklet says, have 
numerous applications, including coil and 
capacitor winders, high-speed grinders and 
drills, tapping machines, pumps, and con- 
veyors. Published by General Radio Corp. 


motors, 


Circle No, 142 on reader service card 


Grating gets a complete rundown in a 
new data and specification manual that 
features safe load table, dimensions, and 
applications and that uses diagrams ef- 
fectively. Published by Klemp Metal Grat- 
ing Corp. 


Circle No, 143 on reader service card 


“Inside Information on Electronic Test- 
ing” provides just that. The booklet indi- 
cates that a wide variety of raw materials 
are regarded as suitable for ultrasonic test- 
ing before processing, among them, ferrous 
and nonferrous metals, plastics ceramics, 
rubber, and glass. Ultrasonic manual and 
automated devices reveal and record the 
soundness of machine components, seamless 
or welded tubing, rotors, structures, and 
pressure vessels, the booklet says. Pub- 
lished by Sperry Products, Inc. 


Circle No, 144 on reader service card 





continued on page 62 


JANUARY 1959 © OCCUPATIONAL HAZARDS 





NEW PRODUCTS 


Pictures and information here come from manufacturers, 
and represent their own assessment of their products and 
services. To obtain more detai's about any item, circle the 
correct number on the Readers’ Service Card and mail the 


card to us, No 


The Ice-Foe spreader is a canvas bag 
with a long metal horn in three tapered 
sections. It has a capacity of 40 lbs. and 
is equipped with an adjustable web 
shoulder strap. The bag is used to spread 


Ice-Foe, an ice and snow melting material. 
It places the chemical particles where they 
are needed smoothly and evenly. Product 
of Walton-March Co. 

Circle No, 100 on reader service card 


Face piece gas masks, are comfortable, 
afford high visibility, are equipped with 
dual air-tight Exhaled air 
through rubber exhalation valve. 
voice transmission, important for issuing 
emergency instructions, is assured. Prod- 
uct of Willson Products Div., Ray-O-V ac 
Co. 
Circle No. 101 on reader service card 


travels 
Good 


seal. 


within the Head 
extends downward in- 


A new winter liner 
Snugger line—0-30 


postage is needed. 


side the wearer’s coat collar. This sidelaps 
closely under the chin. Fit is close enough 
to seal out wintry winds, yet comfortable. 


The lining is of double-napped flannel; 
the outer shell, of rain-proofed woven 
twill. Product of Kennedy-Ingalls, Inc. 


Circle No. 102 on reader service card 


4 combination 
unit and 


emergency gas 
inhalator has in 
troduced. It is low in cost and easily port 
able. The unit can be operated by an in 
experienced after he has carefully 
read the manual which accompanies each 
unit. Product of Gas Arc Supply Co 
Circle No, 103 on reader service card 


cutting 


oxygen been 


man 


An automatic safety lock fork lift at- 
tachment simplifies transportation of heavy 
loads such as dies or motors. Equipped 
with a safety swivel hook. It is reported 
that the device transform fork 


can any 








¥ 


4 Boxes—1000 Tissues Each 
Size 42"" x 10%" 

Di Bracket for tissue 
Dispenser Bracket for water 
Water bottle 


with Spray Pump .. .35¢ ea. 





Lens Cleaning Tissues 


Use Just Water, No Chemicals Needed 


This new, chemically treated tissue is low 
in price and does away with expensive 
chemical sprays. Cleans and no-fogs 
goggles, eyeglasses and welding lenses 
with the addition of water only. 

Tissues can be used several times. 
Contact your nearest jobber or write us 
for samples and literature. 


Distributors wanted. Write for proposition. 


CARHOFF COMPANY 


11706 Kinsman Ave. © Cleveland 20, Ohio 











Circle No. 45 on reader service card for more information 
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disinfects 
as it 
cleans 
your 
floors 


Dangerous bacteria like 

Golden Staph breed on 

clean floors, too. Re- 

dispersed in the air, disease germs 
can strike anyone, any time. 

Play it safe. Specify ELIMSTAPH 
#2 as your daily cleaner. Its 
phenol coefficient of 33 (certified 
by U. S. Testing Co.) is 3 to 6 
times more powerful than most 
germicides. Penetrates the wall, dis- 
integrates the entire germ cell from 
within.” Residual, it retains killing 
efficiency as long as it remains on 
the, floor. 

Saves you money. You use only 
one ounce per gallon of water. Cuts 
labor, too. Does a superb cleaning 
job, disinfects and. deodorizes in 
one application. 

Besides floors, apply ELIMSTAPH 
#2 on walls, doors, furniture, toil- 
ets, showers. Use it to disinfect 
garbage cans, mops, pails, brushes, 
Don’t wait. Mail the coupon for 
full data on this amazing product. 


Quautr 
COnmrTeouto 
eistaecn 

CORPORATION 
ie 


Walter G. LEGGE Co., Inc. 
Dept. O-1, 101 Park Ave., N.Y. 17 
Branch offices in principal cities. 
In Toronto — J. W. Turner Co. 


Continuing quality 


tested and approved by 


[_] Please Rush Full Information on 
ELIMSTAPH #2 


Zone State 


Circle No. 46 on reader service card 
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THE MAN WITH THE SCOTT AIR-PAK BREATHES PURE 
FRESH COOL AIR AT THE LOWEST OPERATING COST* 


In temperatures from 20° below to 
oven heat the Scott Air-Pak delivers 
cool, pure, fresh air comfortably, to 
meet the full needs of the wearer, 
regardless of: the degree of exertion. 
Breathing is completely independent 
of surrounding atmospheres. The 
Scott Air-Pak is always ready. Takes 
only seconds to go into action, Ideal 
for industrial routine or emergency 
operations. 


The new, Scottoramic Mask gives 
vision unlimited — wide angle vision 
in all directions that helps the wearer 
to spot danger zones quickly for 
maximum safety. 


"Scott Air-Paks can be refilled at a surpris- 
ingly low cost. Repair and maintenance 
costs are lower than other types of self- 
contained breathing protection equipment. 


On hazardous jobs, Scott Air-Paks help management and 
labor breathe easier. Send for the Booklet "Scott Air-Paks 
Save Money, Man Hours and Men for Industry’. Write 
direct or ask your nearest Scott Distributor 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


229 ERIE STREET LANCASTER, N. Y. 


Canada: Sofety Supply Co., Toronto — Branches in principal cities 


Export: Southern Oxygen Co., 250 West 57th Street, New York 19, N. Y. 


Circle No. 47 on reader service card for more information 





lift truck into a safe, efficient mobile over- 
head lifting unit. Product of Merrill Bros., 
Inc. 


Circle No. 104 on reader service card 


A new universal gate and enclosure guard 
swings aside for easy die changes. Its 
electric interlock prevents press from being 
accidentally tripped with gate open. The 


guard is designed to prevent injuries and 
speed production. Product of Searjeant 
Vetal Products Co. 


Circle No. 105 on reader service card 


Aluminum rungs which, according to the 
manufacturer, will not conduct electricity, 
split, rot, or warp, are the outstanding 
feature of the 1959 Victor extension lad- 


der. Weight runs less than 2 lbs. per foot. 
Lengths range from 16’ to 40’. Product 
of Howard B. Rich, Inc. 


Circle No, 106 on reader service card 


Stationary dry chemical systems which 
can be operated by remote control from a 
distant pull box are now being marketed 


7 
PULL BOX / 
- / 





TANK 
ASSEMBLY 


in 150-, 300-, and 500-lb. capacity. A single 
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ee : 
e # ie 


STOP ACCIDENTS © CUT TIME LOSS 
REDUCE INSURANCE COSTS © SAVE LIVES! 


install and use NEW 
MORRISON 


REVOLVING CUP GUARDS 


. on your portable tools 


HELP STOP costly accidents with MORRISON Revolving Cup 
Guards! Safety codes and laws REQUIRE guard protection. Specify 
MORRISON for maximum safety . . . lighter weight . . . lower cost 
. .. greater strength. Full protection for operator with minimum 
interference with work. 

Remember, MORRISON also makes standard wheel guards. 
There is a MORRISON Guard for every application... all are made 
to comply with American Standard Safety Code. 


See your grinding whee! supplier or write: 


MORRISON PRODUCTS INC. iési¢ waterioo koas. cleveland 


10, Ohio 











“It certainly is a relief to have fumes 
and heat removed while I'm welding. 
The Ruemelin Collector has great suction. 
[t makes a day's work pleasanter!” 


Welding shops equipped with 
Ruemelin Fume Collectors are as- 
sured of a clean shop atmosphere. 
Noxious fumes, heat and smoke are 
eliminated at their source, thus 
improving working conditions, les- 
sening fatigue and paving the way 
for increased plant production. 


The Ruemelin Fume Collector hood 
can be instantly placed where 
needed anywhere in the booth 
welding area. No tedious adjust- 
ments necessary. Just pull the in- 
let hood to the welding position 
and you are ready to go. 


Note the new spring-loaded 
counterbalance mechanism 
which makes Fume Collector 
much easier to handle. Ask for 
Bulletin 37-E illustrating this 


> F new feature, 
Ruemelin Fume Collector in operation. . 


RUEMELIN Mrs: co. 


MANUFACTURERS AND ENGINEERS 
SAND BLAST AND DUST COLLECTING EQUIPMENT 
3888 NORTH PALMER STREET ° MILWAUKEE 12, WISCONSIN, U.S. A. 


Circle No. 49 on reader service card for more information 
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E er 
r Eee 
OILSPUNJ 


Soaks Up 
OILS OF ALL TYPES 
GREASES 
SOLUBLE OIL 
WATER SOLUTIONS 
CHEMICALS ETC 


oe 
C4 /PPOUO MCEROEATE OBO PALLE 














— 
SPRINKLE [T OM ROB MOUTH, hid 





ROTEL ROM 1 ON MCE COMCAETE 80 S0OREH 5 come 
CRVESOTE LueeI TORUS FTE mETE fUMwars  #TE 





UNDERWRITERS 
LABORATORIES, Inc. 


YOU SAVE 
4 WAYS! 


1 UP TO 50% MORE 
FLOOR COVERAGE 


9 UP TO 50% MORE 
OIL ABSORPTION 


3 LASTS LONGER... 
SAVES REPLACEMENT 


MAXIMUM PRO- 

4 TECTION AGAINST 
SLIPPING AND 
FLASH FIRES 


WRITE FOR SAMPLES & PRICES 


CANFIELD OIL COMPANY 


CLEVELAND 27, OHIO 


Bulk and Packaging Plants 
CLEVELAND, OHIO, CORAOPOLIS, PA 


JERSEY CITY, N. J, MEMPHIS, TENN 


Circle No. 48 on reader service card 
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Our NEW 


NEW! 


IDEAS 
FOR 
SAFETY 
PLAQUES 


TROPHIES 
and 


INCENTIVE 
AWARDS 


y 
y 


(reators and 
INDUSTRIAL 


PLAQUES-EMBLEMS 
AND \ 
INCENTIVE AWARDS 


1969 EDITION... 
40 Page CATALOG of 
EMBLEMS*PLAQUES*TROPHIES 
INCENTIVE AWARDS 


= FREE! 
Designers of 
THE 


ONLY 
CATALOG 
OF ITS 
KIND! 


GET YOUR COPY 
TODAY! 


KEEP IT HANDY 
TO SOLVE YOUR 
AWARDS 





y WILLIAMS JEWELRY & MFG.CO, PROBLEMS 
10 SO.WABASH AVE, CHICAGO 3,t, 








JUST OFF 


THE 





PRESS! 


WILLIAMS JEWELRY & MFG. CO. 
10 S. WABASH AVE., CHICAGO 3, ILL. 
SILVERSMITHS BUILDING — CEntral 6-5018 


handle at the hose site simultaneously 
opens the valve, pressurizes the tank, and 
fills the system with fire-killing chemical 
powder. Dry chemicals is particularly ef- 
fective for protection of flammable liquids 
and electrical equipment. The compact 
models have UL and Factory Mutual ap- 
proval. Product of Fyr-Fyter Co. 


Circle No, 107 on reader service card 


Tube-N-Clamp is a scaffold system com- 
prised of tubular members and clamps that 
are portable and adaptable to a wide range 
of shapes. The interchangeable members 
have a 1.9” OD and are equipped with 
male and female connectors. The clamps 
and tube connector fittings are malleable 
iron. Product of Bil-Jax, Inc. 


Circle No. 108 on reader service card 


Mats designed for good cushioning help 


reduce worker fatigue and provide safe 





a 
Lud 
51, 


Gy 
. 


MODEL #412 


Adjustable 
Retrax Temples 


Featherlight TUC-AWAY¢ 


A new thick plastic frame gives 
greater utility and longer life to TUC- 
AWAY, the safe ty spectacle that’s so 
light and comfortable that workers 
hardly know they’re wearing them. 


Interchangeable, optically correct 
EYE SAVERS Lenses are safe and 
shatter-proof. They snap-in and snap- 
out for easy lens replacement. 





Quolity Eye Protective Equipment 


) WATCHEMOKET " 


Plastic or Metal Retrax temples 
telescope in and out for perfect fit — 
can be adjusted by the wearer. 


For details, see your authorized EYE 


SAVERS supplier or write direct. 


WATCHEMOKET OPTICAL CO., INC. 
232 West Exchange Street 
Providence 3, R. I. 


Made by the Leaders in Plastics 





eve | 


In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26, Winnipeg 
Circle No. 51 on reader service card for more Information 








THREE-IN-ONE UNIT 


e@ RESUSCITATOR © INHALATOR 
@ ASPIRATOR 


REVIV-A-LIFE 


WITH BAER CONTROL VALVE 


MODEL 192 
SIMPLE ¢ SAFE ¢ DEPENDABLE 


Automatic breathing machine inflates and deflates 
human lungs within medically approved limits— 
safely! It's Hebtwaleht-cesr to carry—and features 
one hand control valve with automatic change 
from resuscitation to inhalation and back. Assembly 
removable for restricted area use. Improved 
Venturi action reduces maintenance. Aspirator 
ready for instant use. Models available for every 
need. 


Improved and manufactured exclusively by 
OXYGEN EQUIPMENT 

& SERVICE CO. 

8335 S. Halsted St. 


Chicago 20, Ill. 
Circle No, 52 on reader service card 
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footing. Features of the line include non- 
skid construction and square-cut edges so 
that mats can be placed in series to cover 
wide areas. Product of Keaton Rubber Co. 


Circle No. 112 on reader service card 


Sound protectors particularly suited for 
wear in extremely cold temperatures have 
extended sponge lips around the ear seals 


to provide a better fit over eyeglass temples 
and a more cushioned fit against the head. 
Protects against high and low-frequency 
noises. Product of American Optical Co. 


Circle No. 113 on reader service card 


A gas ionizing instrument provides con- 
tinuous measurement of minute traces of 
many airborne toxic gases and vapors. It 
has been designed for use primarily in 


air pollution studies and for process moni- 
toring. Product of Mine Safety Appliances 
Co. 


Circle No. 114 on reader service card 


An automatic press control for large- 
size punch presses and smaller presses of 
the hydraulic and air clutch types acts as 
a fast emergency stop when anything goes 
wrong with the dies or the work in prog- 
ress, stops the press instantly and auto- 
matically when the operator’s hand is in 
the danger zone. Product of W. 1. Martin 
& Co. 


Circle No, 115 on reader service card 


Alumafoam, a combination of aluminum 
and foam rubber, is a new material being 
used for finger and fence splints. Splints 
can be cut with ordinary scissors and 
formed by hand into a given position in 
seconds. The manufacturer reports the 
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This Floor-King scrubber does 10 
reibad-1a lah @halolol@@aal-tlahs-lal-talet_M lel =1-] 


safe plants 


at-\4- ed (-t- lame ilele) g-3 


American Floor machines 
solve best almost any factory 
floor maintenance problem. De a 
They're easy to use and give Lge 4 ; ledvatriol Yocum. 
i le ic t. 
long, dependable service. - Holds 9 gallons of 
fel) wet pick-up and 
ae 1 bushel of dry. 


Three other sizes 
also available. 


American Floor machines will 
help your people do their job 
in record-breaking time. 


For more information, write: 
Plant Maintenance Depart- 
ment, American Floor wen gamieiis tetas 
Machine Co., Toldeo 3, Ohio. WE SELL 


There are no orphan 

American machines. Fully 

staffed and stocked 

American Floor offices 

throughout the United 

States and Canada. 
DIVISION OF: 


SCRUBBER-VACUUMS POWER SWEEPERS 








MERICAN : VAs RICAN- 


FLOOR MACHINE CO. 
5 ie A . INCOLN CORPORATION 








TOLEDO 3, OnIO 


oe qrealesl name. 7 floor machines 


WORLD'S LARGEST MANUFACTURER OF FLOOR MACHINES 
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presses and expands to stabilize the splint. 
Product of Conco Surgical Products. 
Circle No. 116. 0n reader service card 


An adjustable loading ramp with a 20, 


splints provide complete protection and 


immobilization. The foam rubber com 000-lb. capacity has an automatic safety 





P SARE IN 








Personal and 
Protective Eye Wear 
Stay Clean Longer The Modern 


with K:LENS-Mf { tiguid method 
Cleans and 
Anti-Fogs 

Glass or Plastic 


FF 20 sample Senda THe WILKINS CO., inc 


letterhead tor complete information 
Cortland 3. N. Y.. 


Wise to Choose — Safe to Use 


Copyright, The Wilkins Co., Inc. 1959 
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device and self-leveling action, which com- 
pensate for varying heights of freight 
carrier beds and carrier spring deflection 
during freight transfer. Should the carrier 
leave the dock accidentally, the safety de- 
vice continues to hold the dock in posi- 
tion. Product of Rowe Methods, Inc. 
Circle No, 117 on reader service card 


A new approach to floor surfacing are 
ready-to-lay Poly-Rock floor panels for use 
ever both wood and concrete surfaces. 
Standard sizes of the panels: 4’ x 8’ They 


are *.” thick, and the manufacturer states 
that no adhesives need be used in anchor- 
ing them. On wood floors, fastening is 
done with screw nails; for concrete, a new 
drive plug is used. Product of Plant Main- 
tenance, Inc. 


Circle No. 118 on reader service card 


Firm-Grip is an anti-skid surface grating 
made of solid steel bars and featuring 
lightweight assembly. In addition to the 
sure footing it affords, it is comfortable 


underfoot, an important consideration for 
workers who stand all day. Product of 
Bustin Steel Products, Inc. 

Circle No. 119 on reader service card 


An ice and snow melting compound, con 
taining neither calcium nor chloride, is 


reported by the manufacturer as 99.99% 
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chemically active. The compound, Melt NC, 
thaws ice by depressing the freezing point 
of water without generating heat, and thus 
is harmless to cement, concrete, and 
asphalt. Product of Chem Industrial Co. 


Circle No. 120 on reader service card 


which afford the 
protection, feature 
box-tipped fingers for added manual dex- 
terity. Available with plastic coating on 
the entire glove or on the palm only in knit- 


Plastic-coated gloves 
wearer coinfort and 


wrist, band-top, and gauntlet styles for 
men and women. These gloves are liquid- 
proof, and acid- and chemical-resistant. 
Product of Advance Glove Vig. Co. 


Circle No, 121 on reader service card 


Guardtex is a self-adhering safety tape 
developed to reduce accident losses and 
hands, 
fingers, and forearms against cuts, burns, 


speed produc tion by protectirg 


and abrasions. Easy to apply and remove, 


this tape is safety green and conforms neat- 
ly to finger contours. Product of General 
Bandages, Inc. 


Circle No. 122 on reader service card 


A 3-way solenoid valve and a 3-way pilot 
valve, both using the same type of base 
and consisting of the same operating parts, 
have been introduced. You can convert 
the pilot valve to solenoid merely by re- 
placing the pilot chamber with the solenoid 
head and vice versa. The valves are com- 
pact, have few moving parts, and are easily 
mounted. Product of A. 
Div., Scovill Vig. Co. 


Schrader’s Son 


Circle No. 123 on reader service card 
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Neutralize is a phosphate buffer intended 


to check effects of chemical irritants 


the eyes and on the skin. Water, if used 
long enough, in large quantities, will dilute 
hemicals: but only the top layer of the 
chemical is removed easily. Friction pre- 
vents the adjacent layer from being washed 
off, and this iayer can cause serious dam- 
age to delicate tissue. A relatively small 
quantity of Neutralize counteracts either 
acids or caustics and stops the chemical 
action. Product of E. D. Bullard Co. 


Circle No. 124 on reader service card 


A functional color kit shows how to us« 
‘olor scientifically to promote efficiency 
and safety by providing better seeing con- 
ditions, avoiding eye strain, and improv- 
ing employee relations. Product of Colorizer 
{ssociates. 


Circle No. 125 on reader service cord 








2 a.m. and 


all’s well... 


* e P) 
or 1S UW: 
Quiet night? So far—but all hades can break loose any minute. Whether it’s 


a smouldering fire, an open sprinkler head, a malfunctioning machine or a sortie 
by neighborhood hoodlums, this watchman is ready for anything. No mechanical 


device can cope with so many different hazards. 


But unsupervised, he may nap or skip rounds. That’s why many plants require that 
each watchman carries a tape recording DETEX Guardsman Watchclock. Through lonely 
nights, long weekends, and extended plant closings, the Guardsman gives you a 
tamper-proof, minute-by-minute record of his activities. Knowing this, he isn’t very 


likely to sleep, shirk or skip rounds. 


The Guardsman quickly pays for itself by saving on overtime. It’s unnecessary for 


a supervisor to return on Saturday and Sunday just 


to change a 24-hour dial. Write today for complete information. 


The Guardsman—and all DETEX 
dial-type clocks—are approved by 
Factory Mutual and Underwriters 
Laboratories. Their use often reduces 
insurance premiums. 


WATCHCLOCK 
CORPORATION 


New York 13. N 
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Para-Vinl . . . a dense, 

light gravity soling ma- 

terial with super resist- 

ance to oil, heat, acids 

and caustics. Altho light in 

weight, Para-Vinl equals or 

surpasses required safety box 

toe compression standards. Try 

Para-Vinl, the ideal new safety 

shoe soling material . . . you will 
be amazed at the difference! 


Available in a full 


size range in colors 
Black, Brown, Oak eet we, yg co. 


14-11 iron 
reduced shank 
Sizes 7 through 14. 


Conedion Pient 
GRO-CORD RUBBER CO. of CANADA LTO 
Tillsonburg, Ontario Gci3 


Circle No. 56 on reader service card for more information 
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BE safe 


pRorect HAND? yp 
FROM Original 
_ Double-Actior 
—  Creme-Type 


with 


Amazingly effective for fast 
removal of grease, grime, 
paint, ink, asphalt, tar, ad- 
hesives, mastics—all stubborn 
soil—without harsh abrasion. 


USED AND APPROVED BY 
THOUSANDS OF LEADING 
INDUSTRIES! 


* Write for details to — 
GOJER INC., BOX 991, AKRON, OHIO “ert. © 














INVESTIGATE 


MUSSON 


SAFETY DESIGNED 


RUBBER 


MATS AND TREADS 


Specify safety and quality. Get facts about our heavy-duty rubber treads 


and new Vinyl treads. Let us quote on entrance mats. 


MUSSON'S POPULAR NO. 500 STAIR TREAD 
For schofls, churches, theaters, offices, DESIGNED 
FOR SAFETY, BEAUTY, DURABILITY. These heavy-duty molded treads 


the toughest, heaviest gauge and weight. 


factories, institutions. 


are popular, Musson makes 


Easy to clean. Try them. 


Curved 
Square 


Good Fit 
Very Safe ‘ “ y,” thick 
Quality Rubber 


Rectangular pattern is modern and beautiful. Has smooth rear edge 
” 


border. 1244” deep, in widths of 24”, 30”, 36”, 42 aT, oe. a 
Colors: Plain black, marbleized colors of red, gray, green, * mahogany. 
Landing tile to match 


Write for catalog, samples and factory prices. 


THE R. C. MUSSON RUBBER CO. 


S. College at E. Market Akron 8, Ohio 
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NOTICE 


DUMP NO 


RUBBISH 
-HERE - 











PLEASE 


‘Signs since 
1863” 


GOOD 
HOUSEKEEPING 


good housekeeping 
begins with 
Stonehouse Signs! 


Nothing fosters accidents, and 
inefficiency, like dirt and disorder. 
Inevitably, production losses, mistakes, 
accidents occur where industrial 
housekeeping is poor. 

Plants throughout the country enlist 
employee aid in this important 
undertaking by the use of INDUSTRIAL 
GOOD HOUSEKEEPING SIGNS 
from STONEHOUSE. Constantly 
reminding, these signs work efficiently, 
endlessly, at lowest possible cost. Each sign 
is made of enduring, tested materials, , 
and manufactured in accordance 
with American Standard specifications. 


* Write today for our free, full-color, 
64 page catalog of thousands of ready-to-ship 
safety signs, plus information about 
custom-printed signs to meet your special needs, 


STONEHOUSE SIGNS, INC., Stonehouse Building, 91h and Larimer, Denver 4, Colorado 


Circle No. 59 on reader service card for more information 


58 


TURTLE/CLUB \ 
be vine ay 


George Horner, of Chapman Motor & 
Machine Slop, Vancouver, B. C., was erect- 
ing a materia’ hoist to be used in the con- 
struction of ai apartment. As he stepped 
off his ladder, a concrete form weighing 
85 lbs. fell 30’, knocked him unconscious. 
He was not seriously injured, thanks to his 
hard hat. 


At The KVP Co., Ltd. Espanola, Ont., 
Allan French, a member of a crew load- 
ing concrete slabs onto a dump truck with 
a mobile crane, was struck on the head 
by a flying cable. The accident occurred 
when a large slab slipped from its sling 
and fell the front of the crane, 
causing the cables to swing with terrific 
speed. The edge of French’s hard hat pre- 
vented him from being struck at the base 
of the skull. He was not seriously injured. 


against 


Lineman Robert MeCahill, Ontario 
Hydro, London, Ont., was turning a pole 
with a cant hook when a traveller on the 
arm, which weighed about 9 lbs., fell 30’, 
hitting his hard hat. Score: no serious in- 
jury. 


\ 5-lb. lump of iron ore falling 25’ has 
a lethal punch; but Edwin W. Donald- 
son of Erie Dock Co., Erie, Pa., survived 
it. He was w'king under an iron ore un- 
loading machine when the accident hap- 
pened. His hard hat saved him from severe 
injury. 


Homer E. Stuckey was working 
Rocketdyne, Neosho, Mo., when from 
above him a 2%-lb. ball peen hammer 
15’, striking his hard hat. Stuckey was 
seriously injured. 


for 
35’ 
fell 


not 


Edward Rembleski of Tomahawk Tim- 
ber Co., Ely, Minn., was working in the 
#5 when the boom of 
the jammer fell about 10’ and struck him 
a glancing blow on the head. 
weighed 300 lbs.; it packed quite a wallop. 
Rembleski not seriously injured, 
thanks to the hard hat he wore. 


woods at Camp 


The boom 


was 


At Great Lakes Steel Corp.., Detroit, 
Mich., Giadson Shelton’ was laying 
brick in a large seal. From 20’ above him, 
a %-lb. piece of slag fell, striking his 


hard hat. He escaped serious injury. 


Smith, American Brake Shoe 
Co., St. Louis, Mo., was burning off heads 
from a casting, when from above a small 
piece of steel fell, striking his safety hel- 
met. The steel weighed 2 oz., fell 15’; 


Dewey 
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THE POSITIVE 


LADDER SAFETY DEVICE 
LOCKS-IN-A-NOTCH 


Prevents death 
- and injuries 
from falling. 
an If climber starts 


to fall, device 
locks in a deep 
notch on carrier 
rail and limits 
fall to approxi- 
mately 4 inches 
— distance be- 
tween notches. 


LOCKS AUTOMATICALLY and 
INSTANTLY—HOLDS SECURELY 


Will catch and hold workman if he starts to 
fall, even if unconscious, Cannot slip on 
down ladder. Requires no attention from 
climber; he climbs in normal manner. Inex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment 
rust and corrosion proof, Can be kept free 
of ice by applying heat inside the carrier 
rail. In use approx. || years. Approved by 
Safety Engineers and Govt. Agencies 
throughout country. Patented. Manufactured 
only by 


SAFETY TOWER LADDER CO. 
1024 Burbank Blvd., P.O. Box 1052 
BURBANK, CALIFORNIA 





but the blow did not result in serious in 
jury. 


At Solvay Process Div., Allied Chemi 
cal & Dye Corp., Detroit, Mich., Alfred 
F, Napolitan was walking across the roof 
of a building when a steel wedge fell 
from an elevated conveyor 50’ above. The 
wedge struck Napolitan’s safety helmet 
with such force he fell to his knees. He 
was not seriously injured. 


Roy Anderson, Aurora Gasoline Co., 
Detroit, Mich., was descending a ladder 
He had just reached 
the bottom when he was struck by a 20- 


on the poly tower. 


lb. tray support pin that had fallen 30’. 
Observers felt Anderson would have been 
fatally injured by the blow, if he hadn't 
been wearing his: hard hat. 


Hand powered Elisha 
Foreman of International Paper Co., 
Southern Kraft Div., Camden, Ark., fell 
when his winch handle suddenly tore loose 


winch operator 


In the fall, Foreman’s head struck a piece 
of angle iron. His safety helmet saved 
him from serious injury. 


In the kiln house of Alpha Portland Ce 
ment Co., LaSalle, Ill., John Hoover, Sr., 
was hit by a number of bricks, each weigh 
ing about 9 lIbs., that fell into the kiln 
He was not seriously hurt, thanks to his 
hard hat. 





Kor 


SAFETY 
am 


write for 
SAMPLE 
or order 


direct 
from us 


CHIC MAID HAT MFG. CO., Inc. 


630 HIGH STREET = 
BUFFALO 11, N.Y. = 
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you can’t 
beat ’em 


for\Qus 
ior PRICE 


| FZ 
ALITY 
%p, 


GOGGLES 


“Vista-View™" No. 1475 


All purpose utility goggles are the 
Large frame fits over lara 
ally ventilated, shatte 
nq plast ense ear 


Write for catalog and prices 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO 
3507 Lakeside Avenue 
Division of The Burdett Oxygen Company 
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Cleveland 14, Ohio 





Pe a oe 
FOOT 


74 of the 100 Largest 
Manufacturers Use 


ONOX® 
SKIN-TOUGHENER 


Modern research has upset old 
theories about Athlete’s Foot con- 
trol. Skin specialists have proved 
that the best way to prevent Ath- 
lete’s Foot is toimprove the skin’s 
condition. That’s what ONOX 
does. ONOX mineral salts 
toughen the skin and make it re- 


sistant to fungus growth. 


No Splash 
Odorless 
Easy to Maintain 


Relieves tired, 
aching feet 





60 DAY TRIAL OFFER 
Order any amount of ONOX and 
Footmats. Pay nothing unless fully 
satisfied after 60 days’ use. 


ONOX, INC. 


127 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 
Warehouses: BROOKLYN - CLEVELAND 
NEW ORLEANS NEWARK, CALIF. 
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RIGHT OFF THE DOCKET 


continued from page 43 





Who Paid for What? 
Which Injury Did What? 


RADIODERMATITIS in the shoulder and elbow area, as well 
as cancer, struck Harold Quinn, a driller for the Auto- 
matic Sprinkler Company. His disability was held to re- 
sult from three separate injuries. 

In 1950, Quinn’s shoulder was hurt when a drill 
chipped and a piece of steel lodged in his left arm. Three 
years later, his left forearm was pierced by a steel chip 
slightly below the elbow. On both occasions, he was 
fluoroscoped; and on both occasions, scars were left as 
the result of radiation. 

Two and one-half years after the second injury, a 
third accident occurred. Quinn was screwing two pieces 
of pipe together when his chain tongs slipped and his left 
arm struck a steel beam about an inch below the elbow. 
After the third injury the radiodermatitis and the cancer 
were discovered. 

The only question was which insurance company would 
pay for Quinn’s disability. A different insurance carrier 
covered the risk at the time of each accident. There was 
conflicting medical testimony as to which incident caused 
Quinn’s final condition. 

In view of this conflict, the court held that all three 
injuries contributed to Quinn’s disability, and that there 
was no practical way to determine how much each ac- 


cident contributed. Therefore, each insurance company 
was equally liable. 
Quinn v. Automatic Sprinkler Company: Superior Court 


of New Jersey, Appellate Division, June 13, 1958. (142 
A.2d 655) 


Employer Takes Employee 
As He Finds Him 


Joun Birnie, 70, very active despite his age, worked for 
the United States Gypsum Company 11 years. He long 
had done heavy manual labor. 

One day he helped load gypsum boards on freight cars. 
The boards came into the car on a large conveyor; each 
board was 4’ x 12’. One board stalled in the conveyor; 
the board following pushed it forward, hitting Birnie on 
the right leg and knocking him down. A doctor diagnosed 
the resulting condition as phlebitis, and said it caused 
total disability. 

Birnie sought compensation. His employer contended 
the disability was due to arthritis and not to the injury. 

The Montana Supreme Court said that an employer 
takes an employee as he finds him. The fact that the em- 
ployee has a pre-existing disease or disability does not 
preclude compensation if the disease or disability is 
aggravated or accelerated by an industrial accident. The 
injury to Birnie when the board hit his leg, combined 
with his pre-existing arthritis, was sufficient to disable 
him. 

Claim allowed 


Birnie v. United States Gypsum Company: Supreme 
Court of Montana, August 29, 1958. (327 P.2d 133) 
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| LOCKOUM AND BE SURE! 








SAFETY 
MULTIPLE 
LOCKOUT 


For locking out elec- 
tric switches and fuse 
boxes where a num- 
ber of men are work- 
ing on the same line. 
Accommodates up to 
six padlocks. Switch 
may not be thrown 
until last man removes 
his lock. Sturdily con- 
structed yet light and 
easy to handle. Length 
overall 84". Provides 
a sound procedure 
for an everyday 
problem. 


WRITE FOR 
BULLETIN NO. 95 


Safety Equipment for all Industuer 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. Fourth Street © Philadelphia 33, Pa. 
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eliminate thie hazard! 
USE BLACKMER HAND PUMPS 


Avoid the risks of injury and fire due to spilled 
liquids. Dispense and transfer liquids from drums, 
vats and tanks with Blackmer FLO- MASTER and 
ROTARY HAND PUMPS. 


Available with complete line of accessories for 
use with almost any type of storage. 











“liquids materials handling''® equipment 
BLACKMER PUMP COMPANY, GRAND RAPIDS 9, MICH. 


See Yellow pages for your local sales representative 
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Ventilate 
CONFINED Places 
with 
Vano Design “‘C’’ 
Ventilator-Exhauster 


Ideal for withdrawing welding 
fumes from confined places or 
directly from the welding rod. Pro- 
vides greater safety, greater comfort 
for workers... leads to greater 
work efficiency. Can be furnished 
with 8” suction inlet to which 8” 
non-collapsible suction tubing may 
be attached... or provided with 
multiple inlet nozzles for 5’, 4’ and 
3” suction hose. 

Other types ere also available for 

lying fresh air to men working 
WELDING FUMES ore here removed SUPPLY 
; - in confined places, such as tanks, 
by this Vano Ventilator-Exhauster. manholes, drums, boilers and ship- 
holds. 

For full details on Coppus Vano 
Design “‘C’’ Ventilator-Exhauster 
write COPPUS ENGINEERING 
CORPORATION, 301 Park Avenue, 
Worcester 2, Mass. 








vL 











FUMES FROM A REACTOR KETTLE 
are here withdrawn by tripod-mounted 
Vano Ventilator-Exhauster. Note non- 
collapsible suction tubing ane discharge 
tubing. 








@m Xo) 8 May. 


IT’S AS SIMPLE AS THAT « ee ee » FOR MANY FIRMS 
NOW USING FYREPEL’S ALUMINIZED GLASS CLOTH 
EQUIPMENT. 


Wherever there is heat there is hesita- 
tion, delay and costly down time if 
maintenance and repair jobs are in- 
volved. Fyrepel equipment is fast gain- 
ing the reputation of being the solution 
to trouble in the “hot end” of your 
business 

Numerous firms have informed us 
that still-hot fire boxes no longer re- 
quire the same length of cooling down 
time before repairs can be made in 
boilers. Fyrepel gets the job done 
much sooner. Inspections can be made 
of equipment regularly — heading off 
shutdowns and tie-ups in production. 

In hot areas, Fyrepel lightweight 
protective clothing enables production 
workers to step up their efficiency 
Fyrepel reflective curtains contain 
heat in certain operations and do not 
allow it to affect workers in other 
areas. In laboratories, where hazard- 
ous ingredients must be handled, work 
can be made safer by the simple appli- 
cation of Fyrepel sleeves, aprons, 
hoods and gloves—all designed for Don Bennett, The Mosaic Tile 
maximum safety and efficiency. Why Company, coming out of tunnel 
not put Fyrepel “on the Job” for you? kiln ofter a routine inspection 

y a 

yx ; 


PYRE nev (\ 


FYREPEL PRODUCTS INC. 
P.O. BOX 503 
NEWARK, OHIO 
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DEALERSHIPS INVITED 
Write, Wire or Call 
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FOR AIR-DUST OR 
FUME 


Get this 


117: 
catalog 


WRITE TODAY FOR CATALOG #70 
SHOWING NEW INDUSTRIAL APPLICATIONS 


FLEXAUST hose and PORTOVENT retract- 
able ducts are made of strong durable neo- 
prene coated nylon or cotton fabrics, wire 
reinforced for suction or pressure uses. Sizes 
1%” to 36” i.d. 
INSTALLED IN MINUTES... 
IN SERVICE FOR YEARS 


THE FLEXAUST COMPANY 


DEPT. OH-1 100 PARK AVE., NEW YORK 17, N. Y. 
DISTRIBUTORS IN ALL PRINCIPAL CITIES 








... offers you SAFETY 
and economy of feeding 
and ejection 


PRES-VAC SAFETY FEEDERS feed blanks to 
press from a safe distance of 14 inches—BY 
AIR!—maximum protection to operators and 
handling costs kept at a minimum. 

Save those fingers. $35 


AIR BLAST VALVES 


eject parts safely with Write fer ; 
each stroke of the press— NEW Catalog! 
BY AIR! 


$ 00 
Save those hands. 29 


P77: coh DIVISION 
4171 Ravenswood Avenue, Chicago 13, | 


District Offices: Detroit 


evelon 
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: % ” 
Yoel» 0 
Qyper Li 
LEVER DOLLY 
® Why Pay More! 

® Guaranteed 


® Stronger 
® Safer 


For immediate 
shipment, wire 
phone, or pin 
this ad to your 
letterhead and 
mail to: 


BECO - Bettendorf, 


lowa 


Four Models @ Metal or Rubber Wheels 


CURB FIRES AND EXPLOSIONS 


PUSH BUTTON 
& SPRAY 


m STATIKIL = 


nom Seen 





TRADEMARK 
Reg. in U. S. Pat. Off 
THE ORIGINAL—THE ONLY 


Use Statikil to curb dangerous 
fires and explosicns caused by 
static charges generated by 
friction. Simply spray or swab 
lightly on moving parts, machin- 
ery, doorknobs, floors, stairs, 
rolling castors. The ideal spark retardent for 
arsenals, chemical, petroleum, petrochemicel 
and mining industries. Stops shocks to people 
susceptible to static electricity. Effectiveness 
thoroughly proven by constant use in hundreds 
of plants. Send for a trial order today. 


MAIL COUPON TODAY! 
STATIKIL, INC. 


Send the following (please check) 


$3 a can 
$30 a doz. 


spray 


$15 a gal. 
fluid 


1220 W. 6th St 
Cleveland 13, O 


|_| Free Literature One can spray (1 $3 
"| One case of spray cans (7 $30 

~] One bulk gallon @ $15 

Name 

Company 

Address 


City State 
USED BY HUNDREDS OF LEADING PLANTS 





USEFUL LITERATURE 


continued from page 48 





is a flexible, 
duct 


gases, 


Spiratube rein 


forced 


lightweight, 


fabric designed to transmit 


certain air, solids, and liquids at low 


pressure and under a variety of 
Spiratube-A, of 
to safety 
ventilation, dust 
Complete 


seTvice 


conditions, even greater 
was designed for 
fume dis- 
both are con 


t. Published 


interest men, 
removal, and 
details on 
tained in a company pamphle 
by Flexible Tubing Corp. 


posal. 
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A heavy-duty safety cleaner which the 
manufacturer describes as capable of clean- 
ing everything in the plant from conveyors 
to washrooms is detailed in company liter- 
ature. When diluted with water, the bul 
letin tells us, this safety spray cleans and 
without causing 
hands. 


degreases toxic or fire 


Published by 


hazards or harming 
Harco Chemical Co. 
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Various kinds of emergency lighting sys- 
tems are described in a new 
central installation 
portable models, d-e 
battery failure 


catalog. 
cabinet 
lighting 
alarm panels, and 
emergency lighting fixtures included in the 
Published by Dual-Lite Co., Inc. 


Circle No. 


There are 
models, 
panels, 


catalog. 
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EMERGENCY? 


be ready with a 
REEVES Flexible Stretcher 


ORDER from A. SMITH 


Strong, comfortable, conveniently- 
stored REEVES canvas stretchers can 
be quickly moved to the spot in any 
emergency. They're ideal for the 
use of industrial plants, hospitals, 
first aid and rescue squads, or police 
departments. The sick or injured 
may be moved with care, and in 
many instances, are spared from 
more serious injury. All REEVES 
stretchers are equipped with sturdy 
webbed beltsforsafetyin movement. 
ALSO AVAILABLE... 
Stretcher Canisters to protect your 
stretchers from dirt, dust and dampness 


FOR FULL INFORMATION PHONE OR WRITE: 


A. SMITH & SON, INC. 


Established Eighteen Hundred Sixty Seven 
1237-39 RIDGE AVE., PHILA. 23, PA. POplar 5-0800 
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SURE noma" 


WITH 


onvoy'* : 


SAFETY ENAMEL % 4 


NO SLIP ° 
NO FALL @ 


Best For: , a 
3 * 
» 
@ STEPS, RAMPS, CATWALKS 
@ SHOWER ROOMS, WASH ROOMS 
@ DAIRIES, BREWERIES, DISTILLERIES 
@ LOADING DOCKS, BOAT DECKS 
AVAILABLE IN 7 COLORS! 
Write Today for Full Data and Color Card 


te Key PAINT CO. 


1445 S. 15TH ST., LOUISVILLE, KY 











vou caN TRUST yoursete 
with MILLER eouipment 


MILLER manufactures the world's 
largest line of safety belts. One is 
Send to Dept. 357 
for specific information on your type 
belt or ask for complete catalog. 


just right for you. 


NO. 2MC 
WEB BODY BELT 


NO. 111NT 
CHEMICAL WORKER'S BELY 


WINDOW CLEANER’S BELT 


MILLER EQUIPMENT CO., Inc 


FRANKLIN, PENNA. 


IN CANADA 
SAFETY SUPPLY CO., TORONTO 
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Next time they’ll have 


FERROX’ 


Make sure of non-slip footing at lowest 
cost with quick drying, abrasive filled 
Ferrox. Simply trowel on. One gallon 
covers approximately 35 to 40 square feet 


Write for Ferrox bulletin. 


AMERICAN ABRASIVE METALS COMPANY 
aieeiie 470 Coit Street, Irvington 11, N. J. 
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[LOISE —from the discharge to atmosphere 
of air, steam and other gases, with a 
Burgess-Manning Snubber. They are 
available with such plus features as: 
spark arresting; air cleaning; heat 
recovery; and surge control. 


Send us an outline of your problem 
for recommendations and literature. 


GED) BURGESS-MANNING COMPANY 
Sound gnginrina Industrial Silencer Division 


9237 Sovereign Row, Dallas 35, Tex. 
Libertyville, Illinois 








CLEAN AUTOMOTIVE 
& INDUSTRIAL PARTS 


1. Conti Flow Hose 

2. Air Agitated Soaking Tank 

3. “Super Power" Jet Air Gun 
A must in every service shop! 








MODEL 50 


The safe and sane way to clean parts! 
Model 30 (less Write for information and prices on high 
Jet Air Gun) flash point Kleer Degreasol and M-467 
also available solvent for use in this machine 





=) WASH AN ENTIRE ENGINE BLOCK 
OR 200 LBS. OF PARTS... 


POWERMASTER 


DEGREASER Prince 


REDUCE OPERATING COSTS! 





Write for Literature 


America’s Foremost Producer of Parts Cleaning Equipment 


PRACTICAL MFG. CO. 


DEPT. C-| BLEU UL CRS UU OS a 
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CIGARS-CIGARETTES-MATCHES 


immediately extinguished 
...with 


SIPCO DUNKING STATIONS 


Fire Hazards ‘rom Smoking are a problem 
EVERYWHERE. 


STOP FIRES BEFORE THEY 
START—with SIPCO DUNK- 
ING STATIONS. 


Heavy duty CAST ALUMINUM canisters—guar- 
anteed 3 years against breakage. Partly filled 
with water, they drown the “smoke”. NO FIRE 
HAZARDS — NO ODORS — NO UNSANITARY 
CONDITION. 

Lift off the canister, flip back the lid, dump it 
and the cleaning job is done. 

Available in over a dozen 
different STANDARD and 
JUMBO SIZE models. Choice of 
black crinkle or bright polished 
DELUXE finishes to suit your 
particular requirements, NEAT, 
ATTRACTIVE — USED EVERY- 
WHERE — OFFICES, CLUBS, 
LOUNGES, HOSPITALS, HOTELS, 
SHOPS, RESTAURANTS, INSTI- 
TUTIONS, SCHOOLS, ETC. 


Y 
NEW MODEL 43 
Designed for permanent mounting on walls, posts, 
columns, etc. in public areas. Eliminates pilfering 
problem. JUMBO size canister furnished with light 
weight, rugged glass-fiber inner-liner. Flip back the 
lid—lift out the inner-liner and dump it. Inner-liner 
fits all JUMBO size SIPCO canisters and is available 
separately. MODEL 1JD 
JUMBO size DELUXE FLOOR MODEL. Heavy 
weighted base and attractive, eye catching sign. 
Height 42’°— weight 26 Ibs. Ideal for halls, aisles, 
landings, etc. Also available less sign (MODEL 1JWS). 
WRITE FOR ILLUSTRATED BROCHURE. 


D7 TANDARD 7 roustain Proves LZ 


DEPT. M © 3527 FARMINGTON ROAD EORIA, ILLINOIS 
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cake 


30 Years of QUALITY 
INDUSTRIAL 
“Safety EQUIPMENT 


CHOICE OF EXPERIENCE 
You are looking at the Finest Qual- 
ity Bashlin Industrial Harness of 
Cotton Webbing—sewn with nylon 
thread. 


A COMPLETE LINE 
Bashlin’s Industrial Line of Safety 
Belts and Harnesses includes the 
correct equipment for your require- 
ment. Below, one of Bashlin’s many 
all-leather holsters. Also complete 
linemen’s equipment—a_Bashlin 
feature. 


You Can't Afford Anything 
LESS Than the BEST— 
@ay BASHLIN 
Highest Quality For Over 30 Years 
Distributors in Strategic Areas in U.S.A. 


Export: Copperweld Steel International 
In Canapa: Bell Electrocord Inc., Ltd., Toronto 


Ask for... 
CATALOG NO. 54-S 





W. 4. BASHLIN CO. 


GROVE CITY, Pe 
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HUGHES PRINTING CO. 
EAST STROUDSBURG, PA. 








ee te 
INDEX OF ADVERTISERS 


American Abrasive Metals, Inc. 63 
American Floor Machine Div., 
American-Lineoln Corp. 
American Industrial Safety Equipment Co. 
American LaFrance Co. 
American Optical Co. 
Ansul Chemical Co. 


W. M. Bashlin Co. 

Bausch & Lomb Optical Co. Cover 
Beltone Hearing Aid Co. 

Beco (Bakery Equipment Co.) 

Blackmer Pump Co. 

Lester L, Brossard Co. 

Burgess-Manning Co. 


Canfield Oil Co. 

Carhoff Co. 

Carpenter Mfg. Co. 

Chicago Eye Shield Co. 
Chie-Maid Knitting Mills, Inc. 
Columbus-McKinnon Chain Corp. 
Coppus Engineering Co 


Dameron Enterprises 

Dayton Safety Ladder Co. 
Detex Watehelock Co. 

C. B. Dele Ce. 

J. E. Doyle Co., Statikil Div. 


FE. I, du Pont de Nemours & Co., Inc. 
Eagle-Picher Co. 
Edmont Mfg. Co 


Fendall Co 

Finnell System, Inc. 
Flexaust Co. 

Fyrepel Products Co. 


General Radio Co. 
Globe Industries, Ine 
Gojer, Ine 

Gro-Cord Rubber Co. 


A. E. Halperin Co., Ine. 

Haws Drinking Faucet Co. 

Hood Rubber Co. 

Hynson, Westcott & Dunning, Inc. 
Hy-Test Safety Shoes Div, 


Industrial Products Co. 


Iron Age Safety Shoes Div. 
Jackson Products Co. 
Kelley Paint Co. 


Walter G. Legge Co., Inc 
Lehigh Safety Shoe Co. 
F. J, Littell Machine Co 
Louisville Ladder Co. 


Thom McAn Safety Shoes Div. 
Merrill Bros. Co., Inc. 

Miller Equipment Co 

Mine Safety Appliances Co. 
Morrison Products Co 

Musson Rubber Co 


Nalge Co. 


Onox, Inc. 


Oxygen Equipment & Service Co., Inc. 


Pioneer Rubber Co. 
Practical Mfg. Co. 


Randolph Laboratories, Inc. 
Ready-Made Sign Co. 

Rose Mfg. Co. 

Ruemelin Mfg. Co. 


Safety Box Toe Co. 

Safety Tower Ladder Co. 

Scott Aviation Corp 

Sigma Engineering Co. 

Silicone Paper Co. 

A. Smith & Son, Inc. 

Standard Industrial Products Co, 
Standard Safety Equipment Co. 
Stonehouse Signs, Inc. 

Sugar Beet Products Co. 

Surety Rubber Co. 


Watchemoket Optical Co. 

Welsh Mfg. Co. 

West Chemical Products Co. 

Wheeler Protective Apparel Co., Inc, 
Wilkins Co., Inc. 

Williams Jewelry & Mfg. Co. 





YOUR BEST MOVE...MOVE 


with MERRILL 


MATERIAL 
HANDLING 
DEVICES 























EF a! 


For Interesting Information write 


MERRILL BROTHERS 


56-45 Arnold Ave., Maspeth, N. Y. 
A 
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The truth about those patterns 
in toughened Safety Lenses 


For years, industrial safety lenses 
have been accepted or rejected for 
impact resistance on the basis of a 
“cross” pattern revealed when the 
lenses were viewed through the po- 
larizing elements of a polariscope. 
Pet ideas grew as to the characteris- 
tics and significance of these crosses. 
Generally, the more symmetrical and 
clearly defined the cross pattern .. . 
the higher the impact resistance was 
thought to be. 


This is the “Maltese cross” pattern 
which used to be considered ideal. 


As you know, industrial safety lenses are 
toughened by heat treating and quench- 
ing. Temperature is raised almost to the 
softening point. Then the lens is 
quenched, or chilled, by blasts of cool 
air against its surfaces. The result is an 
outer glass layer which shrinks and 
enters a state of compression, while the 
inner mass achieves a permanent con- 
dition of tension. Technically, the lens 
is said to be “reinforced.” It is this state 
of compression-tension balance that 
helps to produce the polarized pattern. 


The truth is that the cross pattern 
proves only that the lens has been 
heat treated. It does not reflect the 
degree of shock resistance. Cross pat- 
terns don’t tell you how safe... or 
unsafe...the lenses are! 


More specifically, the cross pattern re- 
veals only that a compression-tension 
balance exists, and that the cooling 
quench was directed near the center of 
the cross. It tells nothing of impact or 
thermal shock strength or the compres 
sion-tension ratio so important to eye 
protection. 


Some time ago Bausch & Lomb be- 
gan to employ a large orifice chill, 
using generous quantities of air at 
carefully controlled temperatures. 
The entire lens surface got the blast 
at once. Researchers found that lenses 
quenched in this manner have ex- 
ceptionally high impact strength for 
frontal and edge blow . . . withstand- 
ing impact ranging from a mini- 
mum of 6 to substantially more than 
10 times that of the contemporary 
accepted standard. 


But with this improved method cross 
patterns virtually disappeared! When 
viewed in the polariscope, those bugaboo 
cross patterns were weak, almost lost 
against an over-all dark area, or alto- 
gether nonexistent. In the case of pre 


scription safety lenses, patterns were 


The regular, peripheral dark line, well 
inside the lens edge, means more to the 
lens technician, and the wearer, than 


the cross pattern. 
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“scrambled”—and the scrambles varied 
all over the lot according to the type and 
strength of the prescription. 


This prescription safety lens of high 
minus power will withstand at least 
6 times the shock of the contemporary 
accepted standard. 


The fact today is that one can no 
more gauge the margin of safety ina 
safety lens by its cross pattern than 
he can judge the condition of a used 
car by the lustre of its finish. Best 
way to know the quality of protec- 
tion you get: run your own labora- 
tory impact tests, or rely on the in- 


tegrity of the manufacturer . . . or 
both. 





Bausch & Lomb Optical Co. 
90437 Smith St., Rochester 2, N. Y. 


BAUSCH 6&6 LOMB 





Wherever new business sprouts... 


a -— 


|| a st ae: @ 
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Franchise-Paid Circulation 
finds new customers fast! 


@ Three new businesses a minute were launched in the first half of 
last year: 210,000 brand new customers in six months! But how 
many of them — and which ones — can buy yowr products? You 
have to find them to be sure. Same goes for new plants of established 
More than a quarter- companies, and plant expansions too. 


million changes a year Your sales problem: locate these new operations, sort out the 
likely prospects and get your sales story to the right men 


sit a 
ere is one section of the Industria Your solution: advertise in Franchise-Paid Circulation magazines 


Publishin ti irculation 
ublishing Corporation circulatio Franchise-Paid Circulation has a built-in bird dog for new customers 


department. It translates daily re 
P y Salesmen for specialized local sales organizations choose readers and 


pay for their subscriptions. These men live by knowing and contacting 
in person the men who make buying decisions. They comb their 
territories daily. That puts them on the spot to find and evaluate 
new customers as fast as they come along 

New prospect or valued old customer, Franchise-Paid Circulation 


ports from the field into aggre 
gate mailing lists of over 500,000 
names. No predetermined expiration 
dates: Franchise-Paid Circulation 
is as current as yesterday's sales 


calls. : 
gets your advertising to the right man because readers are buyers, 


picked by personal contact 
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{n Industrial Publishing Corporation Magazine ) to the meh 
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who buy 


Distilled 


New York 17 Chicago 11 Los Angeles 57 London, England 3, Writing gets 
Room 836, Room 704, Room 8, 672 S. John A, Lankester magazines 

60 E. 42nd St. 520 N. Michigan Ave. Lafayette Park Pi. 31 Palace St. : 
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